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Ike Draws 'Fighting 


NOTES FROM A CITY 


EDITOR'S DAYBOOK—The 
city's political mill was whir- 
ring at top speed today. 


Six city commissioner 
candi- 


dates were in the-race and there 
was strong indication of a last 
minute filing that would bring at 
least six more into the running. 


Here is a partial list of those 


who were expected to file before 
the 
deadline Tuesday: Orville 


Gearhart, young North Side resi- 
dent, who was an unsuccessful 
candidate for sheriff and who is 
now a drivers' license examiner; 
Wayne Keeley, of a firm distrib- 
uting awning; C. Will Scnven; 
en. Lee county puolic defender; 
and Dr. Leslie Hmkle, Dixon op- 
tometrist, and a member of the 
board of education. Hinkle has an- 
nounced he will not seek reelection 
to the school board. 


Another Incumbent, Commis- 


sioner Ligouri 
Welch, 
Dixon 


realtor, has decided to ran. His 
petitions were in circulation to- 
day. Welch has been under 
heavy pressure from some quar- 
ters to make the race. Currently 
he is commissioner of public 
property, a job which Includes 
the duty of managing the city's 
cemetery. 


* * * 


All previously announced mayor- 


al candidates were officially in the 
race, also. Incumbent 
William 


Eiothower filed Saturday, as did 
Joaeftb—Vaiie, 
a 
commissioner 


seeking the mayor's job. J. Fred 
Hofmann. former mayor, and a. 
heating and air conditioning con- 
tractor, filed last Friday. 
* * * 


Prospective candidates 
have 


until 5 p.m. Tuesday to file peti- 
tions of candidacy. The petitions 
must be signed by 25 legal voters 
of Dixon. Legally, the closing 
time for filing is midnight, Tues- 
day, according to City Atty. Ger- 
ald Jones, but for practical 
purposes the city clerk's closing 
hour is accepted as the final 
deadline. 


It should be remembered, also, 


that it is not necessary to be 
permanently registered in order to 
vote in the city election. Just so 
you qualify otherwise as a voter 
you can cast a ballot. In other 
words, you need not have a perma- 
nent registration card in order to 
vote. 
» • * 


When it is determined that all 


candidates will remain hi the 
running, the Dixon Evening Tele- 
graph, as a service to the voters 
and the candidates, will give 
each candidate a chance to pub- 
licly state his or her platform. 
The candidates will be asked to 
outline uhat they feel they can 
contribute to the city's better- 
ment. The candidates can accept 
or refu'-e this offer—but it will be 
presented to them on a say-wbat- 
vou-will basis. 


C. J. C. 


Driver Unhurt in This Smashup 


THE DRIVER OF THIS CAR escaped without a scratch! Donald Often, 18, 616 Park Row. Dixon, 
escaped injury when this car he was driving skidded out of control while coming down a Lowell Park 
road hill near the Rt. 26 junction early Sunday. Tie auto crashed through a guard rail, overturned. 
and miraculously caught on a post and the comer of the concrete culvert obstruction or would have 
plunged into a deep ditch and creek. State Policeman Robert Fischer, Dixon, arrested Otten for 


speeding. Damage was estimated at $800. Fischer is shown examining the wrecked car. 


Lee Co. Polio 
Victim Moved 
Iron Lung Woman Has 
Pneumonia; Is Serious 


RedTPremier 
Rejects Any 
Cease-Fire 


TOKYO, Tuesday {?_ Premier 


Chou Er.-Iai of Red China today 
rejected any cease-fire in Formosa 
| Strait and accused the United 
| States of stepping up "military 


Moving a pneumonia-threatened polio victim in her iron lung from | °Pera^ons co ™ake war provoca- 


her home near Lee tn an Aurora hospital Saturday required careful ""*"" 
timme and close cooperation on the part of police, firemen and truckers. 


The move also had the backing of 


Ottawa Man. 92, 
Recalls Meeting 
'Wild Bill* Hickok 


OTTAWA III -P—W. P. roster, 


ce.enrating h:s 92r.d birthday, rem- 
ir-.ssred tfxiay about h:s lone en- 
counter with his fel.ow townsmen 
James Butler "W:ld Bill' Hickok. 
at nearby Troy Grove. 


Fester sa:'i h:s mother sent him 


on an errand to the grocery store, 
b.it when he saw the fabled gun- 
man :r. the store he "skedaddled 
out 


"I was afra:d he'd shoot me." 


he toid a newsman, "so I ran 
home as fast as I could." 


He ?a:d H:ckok !ocXed formid- 


ab.e «:;h two big "horse" pistols 
and lorg yellow ha.r down to his 
waist 


the Lee County Chapter of the Na- 
tional Association 
for 
Infantile 


Paralysis, which will finance the 
additional hospital care. 


When a doctor advised that Mrs. 


Margaret McAllister. 28. be moved 
to Copley Hospital, Aurora, because 
of possible pneumonia. Wisdom 
Trucking service. DeKalb. sent a 
large van to transport the woman 
in her iron lung. The lung was at- 
tached to a portable power unit in 
the truck. 


DeKaib 
firemen 
accompanied 


Mrs. McAllister to take care of 
operation of the generating unit. 
and state police from the Sterling 
and Elgin districts and Aurora city 
police provided escorts. 


Since Mrs. McAllister was strick- 


en with polio several years ago, 
the I>e County poho organization 
! has prcvjced SlT.tOO for medical 
care for her. 


Polio officials express hope that 


con*nbut:ons to 
the 
March of 


Dimes this month will enable the 
local group to provide care for ail 
pclio victims in thf> future. 


Jay-C-Ettes of Dixon are asking 


all Dixonites to keep their porch 
Lghts burning Thursday between 
7 and 8 p m. as a sign that they 
wish to contribute to the Mothers' 
March on polio. 


Members of the Jaycees will 


join their wives m the March to al- 
low the solicitation tc be completed 
in one hour. Men in the March will 
wear tags reading, "Tonight I Am 
a Mother." 


The Mothers' March goal is to 


surpass the 1954 total of S2.500. 


tons. 


A statement broadcast by Pei- 


pmg radio accused the U. S. gov- 
ernment of intervention in "The 
Chinese Peoples' liberation of Tai- 


i wan (Fo-mosal." Tikiangshan, 
some 200 miles north of Formosa, 
was seized by the Communists last 
week. 


Since then, the U. S. 7th Fleet, 


reinforced by three aircraft car- 
riers, has moved up to the waters 
near Yikiangshan ready to help 
evacuate the Tachen Islands if or- 
dered. 


Dixon Man Slaps 
Wife. Pays Fine 


A Dixon man pleaded guilty to 


an assault and battery charge Sun- 
day and was fined S15 by Justice 
of the Peace Lawrence E. Boos. 


James Burgess-. 30, 1204 W. Sev- 


enth St.. was arrested by Officers 
Ed Trotter and Bob McCoy about 
6:50 
pm. Sunday after he report- 


edly "cussed" and slapped" his 
wife. The complaint was signed bv 
W.lliam Burgess, Dixon. 


Iranians Capture 
Secret Anns Cache 


TEHRAN, Iran (.¥>—The Iranian 


army announced today it had cap- 
tured a secret ammunition assem- 
bly plant in a Tehran suburb. The 
army said its raiders found 12,000 
completed hand grenades and oth- 
fr nuns. The irnders reportedly 
ru rested a Russipn - born woman 
but her husbsjid was said to have 
escaped. 


SPAPFRf 


Government Employe Is 
Fined as Drunken Driver 


County Judge Grover Gehant Saturday ruled that Ira Jackson. 50, 


Joliet, was guilty of driving while intoxicated Dec. 23, and fined him 
' 
S150. 


S'ate's Atty. James E. Bales 


called three State Prhcemen. Sr.er- 
iff John Stouffer, and Jailor Esther 
Schwank to testify as eye-witnesses 
to Jackson's condiaon the night he 
was arrested. 


State Police 
Officers 
Richard 


Robb and William Spencer des- 
cribed Jaikson's condition and tes- 
tified that Jackson also offered to 
'buy them steaks, give them snow- 
suits for their children, and wanted 
to know how much it would cost 
him to escape arrest." 


The officers said t.iat they ar- 


rested Jackson following a two-car 
collision near the Lee Center spur. 
The duver of the other car, John. 
Allen, Amboy, signed a complaint 
against Jackson. There were no in- 
juries 


Tooth Pulled, 
Patient Bleeds 
For 425 Hours 


DURHAM. 
X. 
C. 
'3*—Willie 


Cooke. who has bled for more than 
425 continuous hours since he had 
a tooth puiled Jan. 6. was report- 
ed in "very poor condition" by 
Duke Hospital officials here today. 


Cooke. 31-year-old radio repair- 


man from Four Oaks. X. C , took 
a "decided turn for the worse" 
Sunday, doctors reported. 


Cooke is a hemophiliac, a per- 


son whose blood «•!! r.o. clot nor- 
mally. Up to Sunday night he had 
received 3SO pints of blood—216 
pints of whole blood and 164 pints 
of plasma. 


Doctors said Cooke has received 


"every known medical treatment" 
in their efforts to stop the bleed- 
ing. 


5 
Amboy Woman Dies, 
Hurt in Area Crashes 


Mrs. 
Ray 


Wilson, 22, 
Is Victim 


Auto Slams Pole 
Near LaMoille; 
Dixonites Hurt 
Area weekend traffic acci- 


dents accounted for the death 
of an Amboy woman and in- 
juries to two persons in a 
crash near LaMoille and in- 
juries to three Dixon resi- 
dents in an accident on Rt. 
26 south of Green River. 


Mrs. Raymond Wilson, 22, was 


killed in a single car accident at 
the intersection of Rts. 34 and 89 
a half-mile north of LaMoille. 


A coroner's jury ruled that Mrs. 


Wilson died of a skull fracture. 
She also suffered multiple body in- 
juries. 


Husband Hurt 


Also in the car were her husband, 


who received a fractured collar 
bone; the driver of the auto, Har- 
old Riibert, Amboy. who suffered a 
cut on the right ear, and Beverly 
Rockvrood. also Amboy, who es- 
caped injury. 


Wilson was to be discharged from 


Mendota Hospital today. Hilbert re- 
ceived fir-Bt- aid- treatment at the 
hospital after the accident, but 
was not hospitalized. 


Bureau County Coroner Arthur 


A. Meyer said Hilbert apparently 
misjudged the turn at the intersec- 
tion, ana the side of the auto struck 
a utility pole. Mr. and Mrs. Wilson 
were passengers m the rear seat. 
The accident happened about 7 
a.m. 


Mrs. Wilson (Dorothy Jane Als- 


housei was bom in Dixon Dec. 21, 
1932, 
the daughter of ?«Ir. and Mrs. 


Howard Alshouse, now of Amboy. 
She moved with her family to Am- 
boy, 
and attended Amboy schools. 


Howard Alshouse. now of Ambov. 


Know Him? 


* 


HERE IS AN FBI artist's sketch 
:»f the bandit who attempted to rob 
i West Brooklyn bank of 514,000 
Jan. 11. The sketch was based on 
aye-witness descriptions and re- 
leased by Sheriff John Stouffer. 
Stouffer said today the authorities 
still are investigating the possibil- 
ty that a Rockford laborer killed 
Ln a recent auto crash is the man 


involved. 


UN Awaits 
Meeting on 
Asian Crisis 


United Nations, N. Y. if—Prime 


Minister Sidney Holland of Xew 
Zealand and U. N. Secretary Gen- 
eral Dag Hammarskjoid discussed 
the general world situation today. 
Indications grew that the Security 
Council might meet soon to con- 
sider calling for a cease-fire in the 
fighting north of Fomosa. 


Holland declined to say he had 


talked specifically with Hammar- 
skjold about the truce issue, but 


She married Ravmond Wilson Julv i Said their conversation deal: with 
18, 1S53, in Amboy. 
" *" ^^ ^'^ 


Defense of 
Formosa Is 
Called Vital 


Asks Congress to 
Use Armed Forces 
Of U.S. If Needed 
WASHINGTON UP)—Pie*. 


ident Eisenhower today asked 
congress for authority to use 
"the 
armed forces of the 


United States if necessary to 
assure the security of For- 
mosa and the Pescadores" 
against Communist attack. 


In a special message, the Presi- 


dent sa:d that redeployment of 
Chinese Nationalist forces from 
other islands "would be imprac- 
tical without the assistance of the 
armed forces of the United States." 


He said this is "because of the 


air situation." 


He said the United States must 


be ready to help the Chinese Na- 
tionalists redeploy their forces. 


Moore on Saturday had landed a 
Remove *)oubt 


passenger on an ice plateau on j 
Eisenhower added: 


Kainan Bay, east of Little Amer- i "LTI the Merest of peace . . . 
ica. Just after taking off, his craft J the United States must remove any 


Navy PUot 
Killed in 
Polar Crash 


:N~EW YORK .*> — The New York 


Times reported today that a heli- 
copter pilot with the U. S. Navy 
expedition in the Antarctic, Lt. 


i John P. Moore of Lenior, 
C., had died of m;unes suf- 


fered in a crash on the ice. 


Times correspondent Walter Sul- 


livan, with tie expedition aboard 
the icebreaker Atka, gave this ac- 


struck the icecap and was demol- 
ished. As those on the ice rushed to 
the wreckage, Chief Aviation Riot 
Albert* P. 
MetroUs of Kittery, 


Maine, m another of the Atka's 
three helicopters, saw me wreckage 
from the air ar-d landed alongside. 


Moore, alive but unconscious, 


was extricated with difficulty from 
the wreckage. In an improvised 
stretcher, he was lashed to a pon- 
toon of Metrolis' helicopter and 
within 20 minutes was back on the 
ship. 


doubt regarding our readiness to 
fight, if necessary, to preserve the 
vital stake of the free world In a 
free Formosa, and to engage in 
whatever operations may be re- 
quired to carry out that purpose." 


Eisenhower said the existing and 


developing situation around For- 
mosa '"poses a serious danger to 
the security of our country and of 
the entire Pacific area and indeed 
to the peace of the world." 


The chief executive then said th« 


situation "is one for appropriate 
action of the United Nations un- 


The ship's doctor, Lt. Murray i der its charter, for the purpose 


' 
Kahn of Bergenfield, N. J., and his 
attendants worked for several 
hours but the injured flier never 
regained consciousness. His death 
was announced over the shin's 
loudspeaker system Saturday aft- 
ernoon. 


Sullivan 
said 
the 
25-year-old 


Moore was "one of the best iiked 
officers on board the ship." 


Has Daughter 


Survivors in addition to her hus- 


band and parents are a daughter. 
Linda Marie: two sisters. Carol 
Alshouse. Amboy. and Mrs. Phyllis 
Ann Miller, Rock Falls, and two 


Watch Anxiously 


U. X. delegates, meanwhile, anx- 


iously watched the reports of the 
situation around Formosa and pre- 


l pared for the meeting which they 
! feel must be held. So far no one 
] has made a specific recuest for a 
granomotners, Mrs. Josepnme _Ais- j Secur::v council meeting. 
npt'TCA 
T"lTvnn 
a-nr? ~\fVe 
T*^o "Vaii-_ 
~ 


The organ of the Chinese Com- 


munist party, the Peiping People's 
Daily, m effect rejected any U X. 
intervention in Formosa, however. 


house, Dixon, and Mrs. Ida Jfew- 
hausen, Amboy. 


Funeral services will be held 


Wednesday at 1:30 p.m. in Mihm 
Funeral Home, Amboy. and at 2 
p.m. in Amboy Baptist Church with 
the Rev. Jack Brown officiating. 
Burial will be in Prairie Repose 
Cemetery. Friends may call in the 
funeral home after 3 p.m. Tuesday. 


Three Dixon residents, all relat- 


ed, today are listed as in "good" 
condition in Dixon KSB hospital 
following a one-car mishap one 
and a half miles south of the Green 
River bridge on Rt. 26 about 4:50 
p.m. Sunday. 


The injured and the extent of 


their injuries: Mrs. Ralph Wolf. 4S. 
Rt. 2. scalp lacerations and pos- 
sible chest injuries: Ralph Wolf. 47. 
same address, hip injury: and Leo 
Wolf. 54. 906 S. Galena Ave., scalp 
lacerations. 


Genevieve Wolf. 906 S. Galena 


Ave.. Dixon. was the driver of the 
car and was uninjured while an- 
other passenger. Herman Wolf. Rt. 
2. Dixon. was treated and released 
at the hospital. 


Details of the accident are still 


incomplete. State Policeman Earl 
Barnball estimated the damage to 
the car at S650. 


Find Body 
In Ditch ' 
At Aurora 


AUP.ORA. El. '=) — The badly 


beaten body of an unidentified man 
dressed m farm work clothing was 
found near a country road five 
miles southwest of Aurora. 111., to- 


of ending present hostilities in that 
area." 


Welcomes U>~ Move 


The President said the United 


j States "would welcome assumption 
! of such jurisdiction" by the UN 
| in an attempt to arrange a. cease 
j fire between the Chinese Xational- 
j isi and the attacking forces of Red 
i China. 


Declaring the action the United 


States must be ready to under- 
take "are of various kinds," Eisen- 
hower added: 


"For example, we must be ready 


to assist the Republic of China to 
redeploy and consolidate its force* 
if it should so desire. 


"Some of these forces are scat- 


tered throughout the smaller off- 
shore islands as a result of histori- 
cal rather than military reasons 
directly related to defending For- 
mosa. 


"Because of the air situation in 


the area, withdrawals for the pur- 
pose of redeployment of Chinese 
Xationalist forces would "OP im- 


Officer Earl Barnball said that 


he was the first patrolman to reach 
the scene of the accident and des- 
cribed how he found Jackson stand- 
ing in the road by his wrecked car. 


Jackson admitted being at fault 


in the accident, admitted having 
"three beers" a few hours before 
the accident, admitted the steak 
and snowsuit offer, but said he 
was groggy from taking drugs pre- 
scribed by a Johet doctor for a 
nervous condition. 


Jarkson also owns Eileen's Juve- 


nile Shop. 123 Galena Ave.. Divon. 
and testified that he was'returning 
to Joliet from Dixon at th« time of 
th« miahap. 


She Never Said a Word' 


DALLAS (JP)—Six-year-old Cheryl Hambrick faced 


life alone today. 


Thursday she and her father attended funeral serv- 


ices for her mother who died of cancer. Yesterday her 
father, Morgan Hambrick, 52, jobless grocery clerk, 
died, trapped in his burning house. 


Cheryl's teacher, Mrs. Harry Black has been keep- 


ing her. "I told her her daddy had burned up in the 
house," Mrs. Elack said. 


"She looked at me for a second, then threw her arms 


around my neck for a long time. She ne^ei said a word," 


day. 


School bus driver Richard Light, I Prac^cal without assistance of th« 


Or.veg-o. 111., found tne body as'he ! arme<l forces of the United Scales. 
was driving his route early this i 
"Moreover, we must be alert to 


rr.ommg. 
" 
• an>" concentration or employment 


Sheriff Howa-d K»;.»" sa-d - •' °f Chulese forces obviously under- 


As quoted by a Peiping radio 
broadcast today, the par>er sa 
"To liberate Taiwan Formosa and 
the Per.ghu ''Pescadores! Islands. 
is entire.;.' China's domestic af- about f'-"S: »°--~s. 
fair." 


* tO f:1:tate a:tack 
- 
irve-^a-o- o* TXJS-O = '-o— •<;•''» "SJVCI1 ~" ^c.u-aie aitacK upon jror- 


~'° i is be.-g conducted. A dV:_or"s re- I m°Sa> and be PrePared to U*e ap- 
± \ port showed the man had severe | Pr°Pnate ^Hilary action." 


head wounds ar.i had been dead 


J'LiC-TicL^cl ivs ^i^c^* Afi "**e^C'™*' 
ad[ *"**(""""•"' 


Moscow that man;- Russians ap- 
parently are fightened that the 
Formosa question may blow up 
into a new world war. beginning 
with a clash between the United 
States and Red China. 


The v.ct.m was described as 


we.ghing about 15". 


Authorities believe the rr.an was 


killed else-Ar.ere ar.d earned to the 
roadside. The sheriff's office re- 
ported the rr.ar. s belt was tied 
around h.s hips, apparently as a 
device to carrv the bocv. 


Ready to Act 


Congress apparently was set to 


act quickly on the President's re- 


Paul Potts Files for 
City Council Position 


Paul Potts. 39. §39 Bnnton Ave.. • 


a 
well-known Businessman and' 


civic leader, today became tne 
sixth man to file his petition as a 
candidate for city commissioner in 
fee city clerk's office. 


Potts is making his second bid 


for public office. In 1949 he was 
elected to the Dixon Board of Edu- 
cation and served for three years. 


He was chairman of the Jaycees 


committee which promoted 'he in- 
stallation of a two-way radio sys- 
tem for the city police. 


PottF, who is proprietor of the 


Manhattan Cafe and Lincoln Mo- 
tel, says he will campaign for a bet- 
ter Dixon and city progress. 


He was born in southern Illinois, 


and has lived in Dixon since 1929. 
He is a graduate of Dixon High 
School, where he played football 
and basketball for three years and 
was president of the junior class. 
He has been in business in Dixon 
for 13 years—eight m the restau- 
rant business—and is known as a 
basketball 
official, 
an 
activity 


wbich h* 


! for 1:30 p.m. fCSTj to hear Sec- 
' retary of S:ate Dulles and con- 
| Eider a resolution m line with the 
i President's proposal. 
| The most immediate threat by 


j the Chinese Reds is to the Tachen 


I Islands, about 200 miles north of 


I Fcrmosa which are reported to be 


j held by 20.050 Chinese Nationalist 


; 
E.serr.CTAer's request would open 


I the way for use of U S sea and air 
| power 
to remove these troops 


j fron the elands. 
, 
If Red planes attacked the U. 8. 


. forces that <-ou.<i lead to an im- 


med.a'e clash of arms with the 


"(*ra\e Move" 


Even before Eisenhower's mes- 


sage V:;e Adm. Alfred M. Pride, 
commander of the 7th Fleet, told 
a news conference in Taspeh, For- 


'Con'ir.i.ed on Page 6) 


PAUL POTTS 


He is married and 1iaj| two chil- 


dren. He it a member at Rotary 
and ElkJ, 


Weather- 


Light 
.mow this afternoon 


fhar-smg to snow flurries afd 
enciir.g tw.ght Tuesday montly 
rioucly and rontinued cold. Low 
tonight near 10 High Tuesday 
near 20. Low Tuesday night 
near 5 


High Saturday 
W 


Low Sunday 
i 


Predpitation at 7 a.m. gun* 


day, 
trace 


Fl^h Sunday 
It 


Low toOay 
8 


Noon 
25 


RunrlM 7.16 a.m. 8un*tt 6:10 


p.m. 


Friendship Circle 
Names 
Officers 


HARMON — (Special) — Friend- 


ship Circle of Harmon Methodist 
Church elected officers during a 
meeting in the home of Mrs. Wayne 
Lenan recently. 


Officers &r* Mr*. Jack Dietz, 


president; Mrs. Raymond Dunmig, 
vice president; Mrs. Ida Schmidt, 
secretary-treasurer; Mrs. Jean 
Dietz and Mrs. Beverly Haefner, 
cars committee; Mrs. Jo Levan 
and Mrs. June Levan, flower com- 
mittee. 


A valentme party, with husbands 


as guests, will b« held Feb. 17, in 
the home of Mrs. Hanna Hopkins. 


Mrs. E!nr.a Rhodenbaugh gave 


devotions. Assisting hostesses were 
Mrs. Alvm Rhodenbaugh and Mrs. 
Melvm Johnson. 


'Dimes' Canvass Is 
Set in W. Brooklyn 


WEST BROOKLYN — 'Special) 


— West Brooklyn residents will be 
cortacted Thursday afternoon in 
their homes and places of business 
for contributions to the March of 
Dimes. Mrs. Etta Jeanblanc. Mrs. 
Georgia Knauer and Mrs Mervyn 
Bssnall will conduct the canvass 
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Area Churches 
Meet in Game 


HARMON — (Special) — Men of 


Harmon Methodist Church and 
Sterling Baptist Ch>irch rrei Thurs- 
day in a basketball game in Cen- 
tral School Thiu-sdav eiemrg. The 
Sterling team won 6-"> :o 54 


Members of tne Harmon team 


were the Rev. Dear.. John Dimtnig, 
Robert Welty, W. Borsz. A'.ben Al- 
len. Tom and Bob Troxe'.I Don 
' Rovers ard 
Kenyan 
Johnson. 


Cheerleaders were Donra Kesseis, 
Joyce Blackorby and Patsy TroxeU. 


Jaycees Will 
Name Oregon 
Junior Citizen 


OREGON — (Special) — Oregon 


Junior Chamber of Commerce will 
name an "outstanding junior citi- 
zen" of the Oregon area next 
month. 


The award winner will be from 


boys and girls from 10 to 17 years 
of age. The candidates must be 
nominated by a teacher, a minister, 
a school principal, a youth leader 
or a church leader. Nominations 
will be judged by a panel. The 
deadline for nominations is Feb. 11. 
! This is a national Jaycee project. 
| LeRoy Clapper, Oregon, is chair- 
i man of the local project. 


Committee Meets 


HARMON — (Special) — The 


i committee for the Mothers Club 
card party to be held in Harmon 
School Thursday met Friday. Mem- 
bers are Olive Stoffrogen, Robbie 
Walton, Mrs. Peter Rasmussen, 
Mrs. P. C. Henkel. Mrs. L. Davis, 
| Mrs. R. Slater. Mrs. J. Ostrander 
1 and Mrs. A Rhodenbaugh. 


CLOSING OUT SALE 


Y2 mile south of Dixon on Pump Factory Road, then 80 rods 
west, on 
FRIDAY, JANUARY 28,1955 


12:30 p. m. 


LUNCH STAND ON GROUNDS 


LIVESTOCK 


6 head White Face Calves, weight 400 Ibs. 


FARM MACHINERY 


Case SC tractor and corn plow with power lift; >7 ft. tandem disc; John Deere 
corn planter, horse drawn; 11 ft. seeder with grass seeder; 10 ft. corregated 
roller; Woods Bros, single row corn picker; 7 ft. Case power mower; 2 rubber 
tired wagons with triple boxes; MeConnick 8 ft binder; 12 bottom John Deere 
plow, 16 in.; endgate seeder; International spreader; 4 section steel harrow; bob 
sled; single row cultivator; 16 in. stubble plow; wood saw; pump jack; 4 gasoline 
barrels; 2 unit Surge milking machine, complete with pipe line for 24 cows; 
butchering kettle; chicken feeders; grapple fork and trip rope; garden tools; 
forks; shovels; log chains; belts; power lawn mower; 2 wheel trailer; lawn 
mower; 10 milk can*; two 100 chick size electric brooders; small building, 8x14; 
other miscellaneous items. 


800 bales Alfalfa Hay 
Large Watch Dog 


HOUSEHOLD GOODS 


Dining room table and chairs; lounge chairs; Vose piano and bench; music cabi- 
net; kitchen table and chairs; 2 bedroom suites; 
sectional bookcase; 
three 


9x12 rugs; 2 door utility cupboard; floorlamp; Xorge washing machine, wringer; 
lamps; pictures; bookcase and writing desk; wardrobe; stove pipe; books; some 
antiques. 


TERMS - CASH 


No property to be removed until settled for. 


Not responsible for accidents. 


ELMER BOWERS, Owner 


GENTRY & RUTT, Auctioneers 
EVERETT BARNES, Clerk 


- A U C T I O N - 


Having decided to quit farming the undersigned will sell at public auction on 
the old Thomas Farm located 3 miles south, 1 mile west of Ashton or 2 miles 
south and 2 miles east of Franklin Gro\e, on 
WEDNESDAY, JANUARY 26 


Starting at 11 a. m. 
Wiener Lunch Stand 


72 HEAD CATTLE 


HOLSTEIN and HEREFORD 


8 Holstein cows, all fresh; 2—2-year-old Holstein heifers, springing; 7—year-old 
Holstein heifers; four fall cal\es; 51 choice Hereford heifers, wt 700 pounds. 


44 HEAD OF HOGS 


44 PIGS —WEIGHT 60 LBS. 


FARM MACHINERY 


1943 IHC Model H tractor, tnerhauled last spring; 1944 IHC M trartor; IHC 2-row tractor culti- 
vator: Comfort Oner for M tractor; Case 6 ft. combine with mntor, lijke new; IHC Xo. 24 
mounted corn picker, like new; New Idea corn picker, on rubber; Oiher 2 bott. 14 in, tractor 
piow; John Deere 3 bott. 14 in. tractor plow ; IHC 9 ft. heavy duty disc; John Deere Model E 
manure spreader; John Deere Model E manure spreader on rubber; IHC 2-row com planter 
with fertilizer attachment: \ictcr endsrale seeder, 14 ft. tractor roller; Oliver 2-row rotary hoe; 
2 steel wheel wagons; 2 wood wheel wagons: 2 rubber tired wasjons: hay rack; IHC 7 ft. 
mower; Case side deli\erj rake. 3 bar: Lindsay steel 4 sec. drag: steel 2 sec. drag; McCor- 
mick-Deering 8 ft. gram binder; Caswell manure loader. 1 yr. old: Sandwich 46 ft. steel 
elexator; hydraulic hoist with speed jack. >\eisharr 6 row weed spra>er; 2 triple wagon boxes; 
flare box: Me>ers bale loader; litter carrier with 62 ft. track and 72 ft. cable: Mendote wire 
winder: -vise, forge, post drill, tools, etc.; Hudson oil tank heater; overhead SOO-gaJ, gas tank; 
2 gas drums; corn sheller; pump jack: 180 ft. new hay rope; Lantz grapple fork, large sire; 
3 h.p. electric motor; 2 can\as—8x10 and 12x16; Montgomery-Ward cylinder corn sheller. 140 
Ibs. capacity; milker. Surge pump with Rite-Way unit; 8 milk cani: strainer; 2 hog feeders; 
7 hog troughs; individual hog house; 85-gal. hog caterer; fi sided brooder house; S brooder 
caps, 500 size, battery, electric & oil; 6 chick feeder*; 6 chick founts; 3 log chains; work 
bench; new electric stock clipper; some household goods. 


TERMS: I have arranged with the Ashton Bank to offer their usual terms: All items $25.00 
and under cash. Over that amount \'4 down and 6 to 12 months time on the balance at 6% 
simple interest with monthly payment*. All purchases most be settled lor the day of sale. 


WALTER BENNETT 


A. W. KRUO, AucKoneer 
—Not Responsible for Accidents— 
ASHTON BANK, Clerk 


Eileen Donnelly 
Is Winner of 
DAR Award 


EILEEN DONNELLY 


AMBOY — (Special) — Eileen 


Donnelly, daughter of Mr. and 
Mrs. Harold Donnelly, Rt. 4. Dixon, 
has been named by the Amboy sen- 
ior class and the faculty of the high 
school to receive the Good Citizen- 
ship award given each year by 
Dixon Chapter of Daughters of the 
American Revolution. 


During four years in Amboy High 


School, Miss Donnelly has been ac- 
tive in student council. Future Bus- 
iness Leaders of America, Latin 
Club and Future Homemakers of 
America, and is a member of the 
annual staff. She has held the fol- 
lowing offices: president of F-H.A, 
secretary of Drama Club and sec- 
retary of senior class. She ap- 
peared in the junior play and h?-s 
been a frequent soloist in school 
concerts. 


Eight area award winners will 


be honored at the regular meeting 
of the DA.R. on March 5 Pins 
and certificates will be awarded. 


Gift Skates 
Spell Tragedy 


DETROIT (* — Since Christmas, 


15-year-old Carol G i a c o b a z z i 
yearned to use her new ice skates, 
* present 


But the had been ill.* So she 


spent her free time with her books 
and oil painting and poetry. In 
high school she was an ail-A stu- 
dent. 


Sunday, the glimmering ice of 


Lake St. Clair was a lure. 


Carol pleaded with her parents 


Mr. and Mrs. Ferd Giacobazzi for 


rmission to go skating. They fi- 


nally agreed. 


The ice broke beneath Carol and 


her companion Sandy Shern, also 
15. abou: 800 feet offshore. 


Two small boys heard their cries 


and raced for help. 


Another skater, Gerald Miller. 


19, responded. He raced to the 
ho!e in the ice. Lying prone, he 
pulled Sandy to safety. But he 
couldn't save Carol. 


Polo Garden Club 


POLO — (Special) — Polo Gar- 


den Club met Friday in the home 
of Mrs. E. J. Diehl. A scramble 
program was given, with each 
member contributing. 


When Pile Pain Won't Let up 


Send for this 
Free Book 


Then you'll know why oint- 
ments "— salves — "home 
remedies," etc., so s e l d o m 
give real or lasting help for 
piles, fisteula. colon and rectal 
troubles. Find out what you 
really should do, how 75 000 
others have been helped, 
under .clime plan that cames 
an actual written guarantee. 
Write, today, for FREE Book 
"Rectal and Colon Diseases" 


Thornton Minor Hospital, Suite 1327. 
911 E- Linwood, Kansas Citv 9, Mo 


Ogle Licenses 


OREGON — (Special) — Ogle 


County Clerk Ada McGurk issued 
a marriage license Saturday to 
Albert Wilson. Gndiey. m.. and 
Betty Johnson, El Paso. m. A lic- 
ense was issued Friday to Richard 
T. Hcoae and Evelyn H. Krehmir, 
both of Rockford. 
Carthage Man to 
Talk With Students 


POLO —(Special) — A Carthage 


College representative. Alan R. An- 
derson, will confer with high school 
students of St. Mark's Lutheran 
Church Thursday morning. 
Buffalo Grange 


POLO — (Special) — Buffalo 


Grange held its regular meeting in 
Cottage Hill School Friday evening. 
Following the meeting, Mrs. Har- 
old Brooks and Belva Hammer 
served refreshments. 


March of Dimes 
Card Party Set 


HARMON — (Special) 
— A 


March of Dimes card party -will 
be held rn Harmon School Jan 31. 
Mrs. Gladys Giblin is chairman. 
Polo Notes 


POLO — (Special) — Mr. and 


Mrs. W. H. Dennis and Mrs Kath- 
ryn Beck were dinner guests in the 
Delmar Welp home Friday eve- 
ning. The dinner was in honor of 
Mrs. Dennis and her grandson, 
Randy Welp, who were observing 
their birthdays 


Mr and Mrs E J Diehl attend- 


ed open house at a bank in Pro- 
nhe'stown Thursday. 


The Ogle Homemaker 
4-H Leaders Clothing 
Schools Begin Friday 


Heifer Tells Defense Plans 
During Ogle Extension Meet 


ALFALFA COMPOUND CAPSULES FOR 


OF ARTHRITIS 
RHEUMATISM 
VICTIMS 


HAYS ALFALFA COMPOL7ND CAPSULES contain concentrated 
powdered extract of the RICH ALFALFA PLANT, whicn provides 
the vital source of protein, mineral and vitamins plus medically 
proven pam relieving agents for Arthritis and Rheumatism mus- 
cular aches and pains 
HAYS ALFALFA COMPOUND CAPSULES offer a safe treatment 
that gives you the results you want . . . long lasting relief without 
upsetting the system 
and will not affect the heart. 


Make no mistake—Only HAYS ALFALFA COMPOUND CAPSULES 
offer you this safe, faster more effective relief of Arthritis and 
Rheumatism or muscular aches and pains. 
Get today, this highly successfful formula . . . recommended by 
doctors and health authorities. 100 capsules for S250. Insist on 
GENUINE HAYS ALFALFA COMPOUND CAPSULES. 


BROOKS DRUG STORE 


By HARRIETT HUTCHLNGS 
Ogle County Home Adviser 


OREGON —(Special)— The first 


session of the 1955 clothing school 
for beginning 4-H Club leaders will 
be held in the Farm Bureau build- 
ing in Oregon Friday. 


Mrs. L. T. Barnes, Polo, is in- 


structor for this school. The home 
adviser will assist her. The second 
meeting will be held on the follow- 
ing Friday, Feb. 4. Four-H club 
leaders will be in class from -Q 
a.m. to 3 p.m. both days. 


Leaders attending this school 


will make a 
scarf and skirt 
just like the first 
year clothing 
girls will be 
making and a 
simple dress. 
These articles of 
clothing will be- 
long to the lead- 
ers so they m«y 


Harriett Hutchlnr. be made to fit 
themselves or for someone else. 


The purpose of this school is to 


teach new techniques and methods 
of sewing even to experienced and 
expert sewers. 


There will be two advanced 


clothing training schools for *-H 
club leaders held this winter. One 
for leaders living -n the west por- 
tion of the county and one for those 
leaders on the east side. 


Mrs. Jay Bechtold, Mt. Moms, 


will lead the west school. This 
school will be held on two Satur- 
days, Feb. 12 and 26, at the Mt. 
Moms Town Hall. 


The east school will be led by 


Mrs. E. R. Schumaker, Linden- 
wood. It will be held at the Beacon 
School, Holcomb, on Feb. 28 and 
March 7. Ail sessions of both 
schools will be from 10 a.m. to 3 
p m. 


Each club is to be represented 


by one 4-H club girl m addition to 
her leader. 


There will be no sewmg at the 


advanced schools. The emphasis 
will be on fitting the 4-H club girl. 
Leaders will leam how to take cor- 
rect measurements, how to deter- 
mine what nze and type of pattern 
to buy arc! how to alter patterns 
to fit 4-H girls They will also make 
illustrate e material showing pat- 
tern alterations to be used in their 
ciuos. 


CUT! Defense 


Atty 
S'eve Heifer 
Roche'Ie. 


Ogie Count}. Civil Defense ci.rector, 
presented tne gnra facts of wnat 
wi.I happen IT. Ogle County if Chi- 
cago or Rockford or any point in 
Ogle County :s 
xu* by e^etiy 


bombs to tne ire" and women at- 
tending 
tne 
extension-sponsored 


civu defense meeting at the Farm 
Bureau Ha'I Wednesday 


Heifer sa'd that persons coming 


to Ogle County from the above 
named places and surrounding 
territory will be taken to Rochelle 
and tagged to show their identifi- 
cation and what medicmals they 
have received during the past 24 
hours. Then these persons will be 
sent ro White Pines State Park, 
which will be set up as an evacua- 
tion center. 


In case of an air raid attack 


Heifer listed instructions on what 
persons should do. He said that 
television channels will stop so you 
should turn your radio dial to 640 
or 1240, the only stations that will 
be broadcasting. These stations 
will keep you informed. He said 
be prepared to take your radio, a 
few candles, some food rations, 
and a can of water to the base- 
ment which is the safest place to 
be. Stay close to the walls and in 
the corners, because if the building 
collapses the debns will fall to- 
ward the center. Do not emerge 
from your home for 24 hours. 


He said that by wearing light- 


colored clothing or covering up 
with something white there is less 
danger of burns due to radiation. 


Heifer stressed the damage that 


could be done in Ogle Cour.iv 
through sabotage. He said the en- 
emy could use germ warfare— 
could bring disease germs into the 
county; diseases could be brought 
in on animals shipped from other 
countries; saboteurs could drop 
bugs or chemicals on crops to de- 
stroy tnem, they could blow up oil 
and natural gas lines in the coun- 
ty. The enemy could sabotage elec- 
trical and telephone lines, start 
fires and commit crimes. 


Heifer emphasized the impor- 


tance of reporting anything suspi- 
cious to the sheriff or direct!^ to 
him. 


The need for volunteers for a 


ground observer corps m ail sec- 
tions of Ogle County was stressed 
so that enemy planes could be 
spotted and people warned of a 
coming attack. A ground observer 
corps is also \-aiuable in reporting 
xveaiher conditions so that persons 
can be warned of unexpected ad- 
verse weather conditions waenever 
they occur. 


Use for Shirts 


Here is a good use for your hus- 


band's or son's dress shirts that 
can no longer be worn because the 
collars and cuffs are frayed and 
worn. 


Make them fro pre"y shortie 


ri.g-ht.es for jourself or \our teen- 
age daugnter. 


Remote tne sleeves and collar 


but leave the neckcand. Bind tne 
arTiho'es with b-as tape To adjust 
:re size r-'ake a fe'.v p.ears or tuc-.s 
if recessarv. Add a uair.'j. fnIK 
edging around tne nec.<, annholes 


1 ar.d smrt tail :n a color to rnatcn 
or contrast •vvttn the siirt Perrar>s 


you'll like to tint the worn shirt » 
spun-sugar pastel color. 


You could even buy a pair ot 


panues to make the shirt into a 
shortie-pajama outfit which is so 
popular with the younger set nght 
now. You could edge the leg open- 
ings of the panues with trimming 
10 match tne shin. 


Food Ideas 


You houieinakers and \ our fami- 


lies should be interested in the 
American Dietetic Association's 
listing of bits of food misinforma- 
tion current m the United States. 
These are divided into five cate- 
gories. The most prevalent beliefs, 
none of which are true, are re- 
ported to be: 


Those Relate to Health and 


Disease 


1. Fru-ts, especially citrus and 


tomato, are too acid to be handled 
by the body. 


2 Garlic cures high blood pres- 


sure 


3 Milk is corit-pa'ing 
4 Bee's build blood 
5 Beets, red meat, eggs and 


pork cause and or increase hyper- 
tension. 


6. Foods cooked in aluminum 


utensils will cause cancer 


7 Cheese is constipating. 
8 Tne combsnat.oti of milk and 


orange iu.ce or citrus fruit is 
poisonous. 


9 The combination of milk and 


fish is poisonous 


Those Related to Obesity 


1. A good way to diet is to skip 


breakfast 


Those Related to the Caloric 


Value of Food 


1. Honey is not fattening. 
2. Whole milk contains many 


calories and must be avoided in re- 
ducing- diets 


3 Milk, potato and bread are fat- 


tening. 


4. Fru.t and fruit juices are not 


fatter.-r.g 


5. Dark bread contains fewer 


calories than white bread. 


6. Toast has fewer calones than 


bread 


7. Vegetable fats and oils can b« 


used in any quantity and are non- 
fattening 


Those Related to Milk, 


Not Listed Abo\e 


1. Skim milk has little nutritive 


va.ue 


2 Chocolate in combination with 


milk prevents absorption of calci- 
um. 


3. Adults need no mil'-c. 


Miscellaneous 


1. Pork hver is less nutritious 


than beef liver. 


NOTICE 


If jou are interested in tak-ng a 


ccrresponder.ee course, consult the 
LaSalle Extension Un.vers.ty. 417 
South Dearborn Street, Chicago 
m 


This is considered tne 
finest 


school of its kind in tne United 
States. 


Many now noted men and women 


have taken tms course bv mail, tf 


MR. FARMER: 


"FOR 
SALE" 


and 


"NO TRESPASSING" 


SIGNS 


Available at 


B. F. SHAW PRINTING CO. 


Evening Telegraph Bldg. 


124 East First Street 


Mother of Oregon 
Woman Dies at 86 


OREGON — 'Special — Mrs. E. 


M 
Weyrauch. Oregon, went to 


New Hampton la 
Sunday to at- 


tend funeral services for her moth- 
er wno d.ed Thursday in Junction 
City, Ore at tr.e age of S6 


A daug>-*er is accor^oarymg the 


bodv *o Tern a M--s Weyrauch is 
stavirg 11 the home of a sisteri 
Mrs Scot' Cnanner Bassett, la. 


F. X, Newcomer & Co. 
INSURANCE 
REAL ESTATE 
Phone 1-1621 


BONDS 
LOANS 
Dixon, m. 


19SS NEW YORKER DELUXE ST REGIS 


8TYUE-CONSCIOUS MOTORISTS are acclaiming the new Chrysler aa 
America's moat smartly different car. Longer, and inches lower than 
other big cars, Chrysler for 1955 exhibits the most striking new 
car design of recent years . .. even its new Super-Scenic Windshield 
(with sweptback posts for greatest, safest vision) enhances the car's sleek 


look of forward motion. Chrysler looks like the performance car of the 
year, too, with its new 250 hp V-8 engine and fully-automatic Power- 
Flite drive. Exclusive Full-time Power Steering ... and Power Brakes 
with a new, safer acting double-width brake pedal . . . win certainly 
win a host of new friends. In all, this is a car too good to miss! 


CHRYSLER'S 100-MILLION-DOLLAR LOOK! 


weeping silhouette 


rlc« by sty lei 


GOOD DRIVERS DRIVE SAFELYI 


J. E. MILLER & SON 


L J. MILLER, Prop. 


218 E. FIRST ST. 
DIAL 2-8191 


FOR THE BEST IN TV, SEE "IT'S A GREAT LIFE/I "CLIMAXl'! AND "SHOWER OF STARS.T SEE TV PAGE FOR TIMES AND STATIONS' 


SPAPFRf 
NFWSPAPFK! 


First of a Series: 
Nine Million Americans 
Are Playing the 
Here's What Experts 
Think of the Situation 


Editor's Note: What are people 


talking- about today? The stock 
market, for one thing. 


What's the story of the mar- 


ket? Are prices too high? Are 
they going to continue high, or 
are they going down? 


Here, in the fust of five arti- 


cles, Relman Morin, one of Th* 
Associated Press' top reporters, 
tells the story of the stock mar- 
ket—present, past and what the 
experts think of the future. 


By RELMAX MORIN 


NEW YORK t»— Between eight 


and nine million Americans, ac- 
cording to the best estimates, are 
"in" the stock market today. 


Should you be among them? Or 


do you feel the market is no place 
for your money? 


This question presented itself to 


a school teacher in upstate New 
York some years ago. The story of 
her experiences in the market is 
true. But it is not reported here in 
order to convince you either way. 


Dynamic, Exciting 


It Is simply one example of a 


big. dynamic, exciting, and su- 
premely 
enigmatic 
situation 
in 


America at this moment—a condi- 
tion that goes beyond Wall street 
and Washington, right into your 
living room. 


Miss X, the teacher, unexpected- 


ly received $5.000 from the sale 
of a family farm in California. At 


that time, she was approaching the 
day when ate would retire. Natur- 
ally, she bad been thinking about 
that day, and planning her living 
expenses for it. 


Unfortunately, like so many be- 


fore her, she took the advice of 
"a friend of a friend" in her first 
| iuys. Some four years later, her 
I portfolio showed a net loss of 51,- 
|100. 


She then sought the advice of a 


broker. And she was greatly sur- 
prised, when the branch manager 
in her town called personally to 
discuss her problems. She discov- 
ered that brokers are anxious for 
new accounts, big or small. 


First, he asked her a number of 


question about her financial posi- 
aoi. income, savings, insurance, 
and so on. 


Examined Stocks 


He examined aer stocks. Four of 


the seven she held, he said, were 
"very dubious—very speculative." 
She said she •was interested in se- 
curity, not speculation. 


After an analysis, the broker re- 


turned with a recommended list of 
stocks. She accepted all but one, 
insisted, "I want to have some 
fun with the other." (P. S. She has 
done well with it.) 


That was in 1950. 
During the next four years. Miss 


X received some dividends, and 
put them in the same stocks. 
Thanks to a "split" in her biggest 


Mrs. Dwight 
Morrow Dead 


ENGLEWOOD, N. J. <3»— Mrs. 


Dwight W. Morrow, noted educator 
and writer, is dead at 81. She was 
the mother-in-law of Charles A. 
Lindbergh. 


The widow of the former ambas- 


sador to Mexico and U. S. senator 
died at her home Sunday Right 
with members of her family at her 
bedside. She had been ill for two 
inonihs, but the family declined 
to give the cause of death. 


When her husband died, Mrs. 


Mofrow was asked by both major 
political parties 10 try for his sen- 
ate seat. But she turned down 
these 
suggestions 
because she 


wanted to retire to private life. 


The following- year Mrs. Morrow 


was back in the public spotlight 
through the tragic kidnaping of her 
grandson, the Lindbergh baby. 


She was graduated from Smith 


College in 1896 and was made act- 
ing preside.il of the school in 1939 
—the first woman to hold such a 
post. 


It was in 1903 that she married 


Morrow, who then was a leading 
financier. Before that she was a 
teacher of English, history and 
French. 


In a June, 1940, radio broadcast. 


Mrs. Morrow called for United 
States aid to England and France 
"as a matter of self interest" and 


College Prof 
Doubling as 
Disk Jockev 
*/ 


STILLAVATER. Okla. <_?—College 


students are inclined to think of 
their professors as strictly long- 
hair when it ocmes to mus:c. 


But r >: at Oklahoma A&M. 
The A:::r.os have a rof'».«.-^r who 


is a c;s'<-: jockey on a local radio 
station f:ve n.^hts a week. James 
C. Str<ittcn is the dignified maes- 
tro of the turr.:?.b!es and. as the 
ca'? r":~rt r-:t it. he's ro square. 


The r>rcf^^5'^r's ?h~>v,~ is devnted 


mainly f ;azz ar.d he has qtnte 
a followirs: among the sowing and 
b'.ucs 
er.thuF-.asts. 
Stratton 
can 


converse abr,;:t classical orrhes- 
trat:^n rr rna-r.ter r-u=-' ?-S easily 
as ho '.-.r. an-'U- ;azz The profes- 
sor te.-.rhes in the journalism de- 
pan rr.err 


in every way "short of actually 
declaring war" against Germany. 


This broadcast followed by a 


month a talk in which her son-in- 
law, Lindbergh, attacked "hyster- 
ical chatter of calamity and in- 
vasion" and advised against "med- 
dling with affairs abroad." 


Survivors include two daughters; 


Mrs. Anne Morrow Lindbergh and 
Mrs. Aubrey Xeil Morgan; and a 
son, Dwight W. Morrow Jr. 


Funeral services will be held 


Wednesday at the First Presby- 
terian Church. 


Market 


holding, the total value rose steep- 
ly. She estimates today her hold- 
ings total nearly {20.000 at current 
prices. "I hope to begin taking out 
about $100 a month in dividends." 
she said. 


This happens to be a success 


story. In a different market at an- 
other time, the ending might have 
been radically different. 
* 


Worries Many 


At the 1954 year-end, the stock 


market was beginning to worry a 
great many people. Was it too 
high? Was another wild orgy of 
speculation gathering momentum, 
to be followed by a crippling crash 
and a depression as in 1929. A Wall 
street veteran sometimes observes, 
"after every boom, a boomerang." 


Indicators were approaching the 


all-time highs, set in 1929. On Sept. 
3 of that infamous year. The Asso- 
ciated Press average of 60 stocks 
hit 157.7. It has never been reached 
since, but it stood at 156.4 last 
Jan. 3. 


Suddenly, the Federal Reserve 


acted. Margin requirements were 
raised from 50 to 60 per cent. What 
did that mean? Well, formerly if 
you war.;ed :o buy $100 in stocks 
"on margin," you put up only ?50 
and borrowed the other $50 from 
your broker. Now you have to put 
up $60. The Federal Reserve has 
sometimes put the rate up to 100 
per cent—meaning, you can't bor- 
row at all to buy stocks. 


Plans Inquiry 


Then Sen. Fulbright 
fD-Ark), 


new chairman of the Senate Bank- 
ing Committee, 
announced 
the 


committee would hold an inquiry 
to see what's going on in Wall St. 


He said it would be "friendly 


and informative," 
and that he 


knew of no instances of wrong-do- 
ing in the market. But he also said 
the levels "have gone up. I think, 
far beyond what conditions war- 
rant. This situation is reminiscent 
of 1929." 


Tomorrow: What ts the stock • 


market? Is it predictable? 


DIXON 
WATER 


COMPANY 


40 miles of water main 


* 
* * 


DIXON now has 


approximately 


400 FIRE HYDRANTS 


It Wo* Hot, 
Whatever the 
Thing Was 


PHILADELPHIA <* — Whatever 


it was, William C. Cunningham, 
52, will tell you it was mighty hot 


He was standing in his bedroom 


in suburban Darby Township Sun- 
day when he heard a craah of 
glass, turned and saw a .fireball, 
about the size of a grapefruit, 
bounce off an oil beater to the 
floor. Then it exploded. 


"It was hot and heavy and as he 


Jirew it, it blazed up and seemed 
to disintegrate. Some of it landed 
on the bed and exploded again." 


Cunningham's right hand was 


burned almost to the bone. 


Fire Marshal Francis X. Joseph 


of Delaware County said it might 
have been a meteorite. He tested 
it with a 1,700-degree flame from 
a propane torch but the object only 
glowed. He got no reaction with 
a magnet. 


However. Dr. C. P. Oliver, em- 


eritus professor of astronomy at 
the University of Pennsylvania, 
and Dr. I. M. Levitt, director of 
Fe!s Planetarium, both expressed 
doubt that it was a meteorite. 


Dr. Oliver said: 
"From everything that I have 


been told fay the firemen and the 
fact that the object came through 
the window at an angle instead of 
through the roof, I believe it may 
have been a homemade bomb." 


Dr. Levitt said most meteorites 


burned themselves out before they 
hit the ground and exploded when 
they were about 10 to 35 miles 
awav from earth. 


BROKEN SLEEP 


Raccoons go to sleep when food 


is scarce in winter and, during 
mild soells, often leave the den 
during the night to satisfy their 
anoetites. 


PRINTING 


—We design and print distinctive 
business stationery, office and busi- 
ness forms. Direct mail adver- 
tising, bulletins—in fact any print- 
ing you may have, allow us to 
figure on your work. Phone for one 
of our representatives to call on 
you. B. F. Shaw Printing Co. Print- 
ers and engravers for over 102 
vears. Phone 3-1811. 
tf. 


CONNS 
COLDS 


BRONCHOU 


DUE TO COLDS 


THE 3-WAY COUGH SYRUP 


(1) Stops Kctlinz in upper 
bronchial region. (2) Pen- 
etrate* raw. lore bronchial 


coating action. (3) Has A 
acn-iniUdaz expectorant 
action to loosen and 
Hquefy phJesn aad macs* 
accTrmulafaons- Plecsaiit to 


taie—safe. particeJarfy helpftil sa eniiira*"* 
eocjh- Inespensive BHOXCKOI-A. 


PAST40 
Trwbled with GETTMG UP NIGHTS 


Poms in BACK, HIPS, U6S 
Tktdaess, LOSS OF VKOt 


If you are a victim of thcs« 
toms ihcn your troubles may b« 
traced to Glandular Inflammation, 
Glandular Inflammation is a con- 
stitutional disease and medicines 
that give temporary relief will not 
remove the causes of your troubles. 
Neelect of Glandular Inflamma- 


tion 
often 
leads 
to premature 
•enility. and incurable malignancy. 
The past year men from 1.000 
communities 
tevetomwccegtuUj 


treated here at the Excelsior ln- 
Mftute. They have found «x>tbin« 
relief and a new zest m life 
#he Excelsior Institute, devoted 


Methods, has a New FREE HOUR. 
that tells how these troubles may 
be 
corrected 
Itf 
Pr°Xcn £»"; 
g»r(fic»l 
treatments. This 
book 
may prove of utmost importance » 
Tour life. No obligation AddreH 


ccelsior Institute, DepL 
3<U 


Outstanding Values! January 


BLANKET SALE! 


KLINE 


Wonderful Solid Color 
Nylon Blend 
BLANKETS 


Full 72x54 Size/ Special 


EACH 


Specially woven of rayon, cotton 
and nylon to give extra warmth, 
beauty and long wear. Pliofilm 
wrapped. Luscious colors with 
rayon satin binding to match. 


'ROYAL SCOT' PLAID 
10% Wool BLANKETS 


Heavily napped blanket in an unusually 
lovely Scotch plaid pattern. Woven of 
10% wool and 90 ^c rayon to give these 
beautiful colors and long-wearing qualities. 
Lovely satin binding. Large 72x84 size. 
Choice at 
EACH 


Venezuela 
Out-Shines 
Our Texas 


By HAL BOYLE 


CARACAS, Venezuela (A—Leaves 


from a cruising notebook: 


Venezuela tpday is the Texas of 


South America. 


So much money is being: made 


here that visiting Texan* actually 
get an inferiority complex, and the 
U. S. dollar feel* like 90 cents. 


Just to be sure he wouldn't be 


mistaken for an ordinary bum, one 
new millionaire from the interior 
of the country cam* to town with 
calling cards that bore the mes- 
sage printed after his name: "cap- 
ital: 6.000,000. bolivars." That's 
nearly 12,000,000. 


There is so much wealth flowing 


around that even tourists get a 
break. 


If you kick a diamond out of a 


rock here, the government lets you 
keep it tax free unless it is worth 
more than $1.700. You can also go 
pearl diving and keep any pearls 
you find. 


Like Gold Rush 


The visitor has a dazed sensa- 


tion he is caught in a mid-century 
Klondike gold rush. The atmos- 
phere of quick money is over- 
whelming, and tales of riches made 
overnight are a bolivar a dozen. 


Venezuela is bigger than Texas 


and Oklahoma combined and larg- 
er than an European country ex- 
cept Germany. Its chief income is 
from oil—no land except the United 
States produces more—but it also 
has iron ore deposits rivaling the 
famed Minnesota Mesabi Range. 
It also has cowboys and Indians, 
16,000-foot tall mountains, jungles, 
beach resorts, and the world's 
highest waterfalls. 


Huge Public Works 


Although the nation has a popu- 


lation of only 5*2 million, the gov- 
ernment spent half a billion dol- 
lars in 1954 on vast public works 
projects and still ended up with 
80 million dollars left in the till. 
Its huge moderization program 
calls for the future expenditures of 
800 million dollars alone for a new 
2.640-mile railway network to open 
inland mineral and agricultural 
areas for further development. 


Foreign investors from the United 


States and Europe are pouring un- 
told more millions into the iEdus- 
tralization of the country. It has 
taken in more than 100.000 imml- 


from Europe IB th« last 10 


years. 


Cartau, the 388-year-old capi- 


tal, 
la now one of the world'* 


greatest boom cities. Fifty years 
ago milkmen herded cows through 
its ancient streets. Today they are 
Jammed by thousands of new high- 
priced motor cars. 


Most Expensive 


You reach the city from the near- 


by port along recently completed 
11-mile highway that cost (?1 mil- 
lion dollars, which 
Caraquenos* 


proudly boasts is, mile for mile, 
the most expensive ever built. 


Nearly a million people live in 


the metropolitan area, and so 
many new buildings are goirsg up 
construction workers have no time 
even to take Sundays off to go to 
the bull fights. 


Dominating the heart of the city 


is Centre Bolivar, Venezuela's 
"Rockefeller Center," which will 
cost 300 million dollars'. It's twin 
300-foot tawers, housing govern- 
ment offices, have four traffic 
levels beneath them. 


Caracas also has a baseball 


park the size of Yankee Stadium, 
the new &-miliian-do!!ar Hotel Tam- 
anaco, a technicolored 30-mil!ion- 
dollar Polychnic Hospital, and a 
university as modern as- any in the 
world. 


Poverty, Too 


But the city has abysmal pover- 


ty as wel! as tremendous wealth. 
The shanties of the poor still c-rcwd 
many of the raw red hills that 
stud Caracas. The government has 
torn down thousands of these eve- 
sores and rep'.aces them with fortv 
15-story apartment buildings at a 
cost of 24 million dollars. Workmen 
can rent the apartments for S6 to 
$30 a month, own them after a 
period of 20 years. 


The University of Illinois Airport 


is larger in area, than Midway Air- 
port at Chicago. 


Cutlery 


Kitchen Tools 


PARING KNIVES 
SLICING KNIVES 
BUTCHER KNIVES 


CARVING SETS 
STEAK KNIVES 


POULTRY SHEARS 
KITCHEN SHEARS 
MASSEY'S 
Ace Hardware 


88 Galena 
Ph.2-0511 
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Eifoy Tratffif «f 


Only in Story Books 


Fairy story beauties seem able to sleep anywhere . . . 
But in real life we demand comfort . . . That's why 
the Simmons Beautyrest mattress is so popular 
837 


coils, separately wrapped, act independently . . . Re- 
sult: level comfort from head to toe . . . See both the 
Standard and Extra-Firm Beautyrest at Ames' . . . 
Full or twin size . . . 


NO SAG IN BEAUTYREST 


Top picture shows how you rest on a 
Beautyrest . . . Coils are not wired to- 
gether—can't sag . . . You get perfect, 
level support no matter how many times 
you change position. 


Choice of Beautyrest 
Normal-Firm or" Extra-Firm 


(Matching Box Spring Same Price) 


OTHER SIMMONS MATTRESSES . . 


$29.95 
$39.95 
$49.50 
$59.50 


—TERMS EASILY ARRANGED— 


.Free Delivery Within TOO Miles. 


MATERNITY WEAR 
at 
! KLINE'S 
\ 


S-E-l-F E-X-P-A-N-DiN-E 


I' 
<L- 


$1.35 


Enjoy snug comfort 


all through the 


months of uniting 


Every mother-to-be will want 
this perfect - fitting panty 
with the self-expanding elas- 
ticized front. Il conforms to 
changing contours gently yet 
firmly, without bunching or 
binding. Helps keep the 
waistline trim and slim-look- 
ing. No snaps or buttons. 


Stft *irre< 
elisticizrt mssrl 
•reitfets! Stretches! 
fits like t f!*n! 
I* Mfti**fo| 


Lady in Waiting'* Contour P»n;y 
is wstrtly detailed fu Royii-T 
knitted Aeout* f*nc*. Laxsbla. 


Of 
Wttiui 


KLINE'S 
B I F A IT.4 INT I T O I 1 


AS NEAT AS 


YOU ARE! 


Keep up 
-with changing 


contours in this slip k\ Ledy 
in Waiting that gKes \ou 
extra fullness as }ou need 
it. The 
softly 
elasticized 


waistline uiil expand gent- 
ly, ne\er bind, bunch, or 
cut. Shoulder straps are ad- 
justable. Lonely mlon lace 
trimming on hem and bod- 
ice. Luxable. Sizes 32 to 40. 
In supple Royal-T Nu Loom 
multifilament crepe. French- 
seamed back ... no other 
seams. White, pink, black, 
navy. 


$2.98 


4-gored styled in no-iron 
acetate tricot. White, pink, 
bladc 
$3.98 


3-gored style in •oof, no- 
iron combed cotton plis&e. 
Trimmed with sheer em- 
broidered nylon top and 
bem. White only. 
$3.50 


D E P A B T M E N T 
S T O R E 


the newest 


supports young 
mothers-to-be 
in the style they're 
accustomed to! 


Smartly styled, the newest 
23-8* is as lightweight and 
comfortable as any girdle 
ycu wore before pregnancy 
... yet assures complete, 
safe, scientific support 
throughout your entire 
exaectancy... without 
binding laces! 


11" Lace-Elastic Froat 
Panel, Shaped For Profcr 
Support. 


• 4 Ro^ s of Mithiplt Hoot 


er^LE-jE Adjustments tt 
B^h Sties. 


• J4~ BonedXylonLtno 


&&iiic Back jor Spiral 
Support. 


• W,r.ie. Sizes 26 to 34, 


Maternity 


Bra 


100 '5 


95 


MATERNITY JEANS 
'3" 


MATERNITY SLACKS 


$C95 


MATERNITY SKIRTS 
$r95 


MATERNITY 
COTTON DRESSES %2n-*r 


MATERNITY 
BETTER DRESSES 
S5 
95 t.*IO 
n 


1 RACK REG, $8.95 to $10.95 BETTER MATERNITY 
DRESSES 


MATERNITY LINGERIE 


MATERNITY APPAREL "SSS* 


EWSPAPERl 


Editorials 


Has Boom-Bust Cycle Departed 


From Business Scene? 


President Eisenhower foresees a steady gain in prosper- 


ity in the years ahead—if we don't upset the applecart by 
trving to shove it along too fast. 
His economic report opens up a number of hot disputes 


in the business world: 
1. Whether the business cycle has been, or can be. 


broken. 
2. Whether pump priming by government doesn't do as 


much harm to business, in the long run, as it seems to do 
good at the start. 
3. Whether attempts to curb speculation as in the stock 


market or easy money exuberance (as in home building) are 
justified or workable. 
* 
* 
* 


The president's counsel of moderation will win lip serv- 


ice from many sides. But the American spirit in the past 
has usually been to go breakneck as long as you can. 


The American businessman tends to fret out loud if 


business isn't better each year, or even each month. And 
when business turns slow, for whatever reason, many busi- 
nessmen hurry to Washington to ask for various forms of 
pump priming. 


Cautioning that trying for a boom now may be paving 


the *vay for a bust later won't be popular with those who 
are out to make a quick cleaning in the stock market or 
would like to push factory sales hard now even if distribu- 
tors' inventories might pile up again and bring on another 
recession. 


And such cautioning may be sincerely disputed toy those 


who believe that the potential of American economic growth 
justifies great optimism and bold planning now. 
* 
* 
* 


Americans just naturally enjoy a boom—as much as 


they fear a bust. Inflation tends to be popular with the 
public at first—until it gets out of hand. 


But a new spirit of caution has grown up since the big 


depression, and it is particularly noticeable in business man- 
agement thinking. 


Since the end of World War n they have been watching 


out for a postwar downturn in the business cycle, possibly 
a deep one. The two that have shown up so far—in 1949 
and asrain late in 1953—proved to be mild and short. 


That has fostered a belief in some quarters that the old 


business cycle of boom-and-bust has been broken. They cite 
the built-in cushions: unemployment insurance, bank deposit 
insurance, tax credit carry-backs for corporate losses, wavs 
of making money cheap and credit easv. 
* 
* 
* 
* 


Pessimists think we can still build up to a postwar bust 


—that the old cycle is far from outdated, even if some of its 
vallevs have been ironed out. 


If the pessimists prove wrong this time, one of the bisr- 


gest credits will go to the new spirit of level-head caution 
among manv business managers. Most of them have kept 
from extending themselves too far. and if they did over- 
extend they auickly drew back when trouble was" sighted. 


This probably accounts in large measure for the fact 


that the 1949-50 and 1953-54 recessions were so much less 
painful than they might have been. 


It is to this same level-headed caution which the presi- 


dent seems to be appealing in his prediction that greater 
prosperity lies ahead if we just don't stumble by trying- to 
get there too fast. 
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FEATURES 


The Associated Press is exclusively entitled to th« us* for repub- 


lication of all news credited to it or not otherwise credited to this paper 
and also the local news therein. All rights of republication of special 
dispatches herein are also reserved. 


"The 
Dixon Evening Telegraph is a member of the Association of 


Newspaper Classified Advertising Managers, which includes leading 
newspapers throughout the country and has* for one.of its aims the 
elimination of fraudulent and misleading classified advertising. The 
members of the association endeavor to print only truthful classified 
advertisements and will appreciate having its attention called to any 
advertisement not conforming to the highest standards of honesty. 


Entered at the Postoffice in the city of Dtxoc, Illinois, tor transmis- 


sion throughout the mails KB secood class mail matter. 


By mail in Lee, Ogle, Bureau and Whiteetde counties, $8.00 per 


year; $4.50 six months; $2.75 three months; $1.50 per month, except in 
communities where Telegraph carrier service is maintained. 
Else- 


where in Illinois and anywhere in the United States $13.00 per year; 
$7.00 six months; $4.00 three months; $1.75 per month. All rn»\\ sub- 
scriptions payable strictly in advance. 


In Dixon, by carrier, 35c per week or $18.20 per year, payable 


strictly in advance. 


Single copy. 6 cents. 


In Hollywood 


The Doctor Says: 


«v 


Regulated Diet Will Help 
Victim of Spastic Colon 


By EDWIN P. JORDAN, M.D. 


Readers repeatedly ask ques- 


tions about the condition known as 
spastic colon. What causes it, the£ 
ask. and what' can be done about 
it? Does it eventually lead to can- 
cer? Certainly these questions da- 
serve an answer — though a good 
one cannot be given to all of them 
—since this is one of the most com- 
mon ailments known to modern 
man. 


The colon is the lower part of 


the intestinal tube. In many peo- 
ple it gets into a state of chronic 
irritation and when it does it is 
called spastic colon or irritable 
bowel. Vague abdominal distress, 
growling sounds, and disturbances 
in waste elimination are common 
signs. Many things enter in the de- 
velopment of spastic colon includ- 
ing the too frequent use of laxa- 
tives, poor eating habits, ar.d emo- 
tional stress and strain. 


PERHAPS NEVER before in hu- 


man history have so many people 
labored under the delusion that in 
order to keep themselves healthy 
they should "c'.eanse" their insides 
regularly with a laxative of one 
sort or another. 


Actually, nature is well equip- 


ped to GO this job, and does it a 
lot be'ter rr.ost of the time than 
car. be done artificially. Certainly 
the iors: continued use of cathar- 
tics is pereral'.y recogr.iz"<i in me- 
dicai circles as cr-.e cf the most j 
important cause? of bowel irrita- 
tion or spastic c<">lor. 


A I-OT OF PEOPLE eat irrer- ] 


ular'y. tco. ar.d choose foods j 
whi^n. d° r.-t erve. er.etig'n bulk or | 
\vr.:~h are '->":r?-e~ves too laxative ' 
: 


in r.iv..re T~~is --T. ".l-o contribute 
to tre neve'.'c— ert o: spastic col- j 
on. Tra rressure of Trodem l!fe. ' 
particu.ar'y n a "higr.ly strur.s:" 
ter.irerarr.e-t. h?" a lot to do w.th 
bo-ve" iroi.b'.e. Arvcr.e who has a i 


I 


RADIO; 


MONDAY AFTERNOON 


3:00 VVGN— News: Xiar.t.r.sale 


WMAQ— Backstage VV;fe 
WBBM— Rime Does Pay 
WLS— News: Bam Dance 
W J J D— News : Ir.te rlude 
WCFLr— Bob E'ison 
WIND— News; records 
3:15 WBBM— Sing It or El« 


WMAQ— Stella Dallas 
3 :25 WLS— Betty Crocker 
3:30 
WGN— Earl N-glui-so-a'e 
WMAQ— W-.dder Brows 
WLS — News: Barn Dance 


3:45 
WMAQ— Woman in House 
WBBM— Gold Coa.=: 


4:00 
WGN— News; S. Dowe'l 
WMAQ— Just Plain B '1 
WBBM— Paul Gibson 
Wj^S— News: Barn Dance 
WIND— News: music 
WCFL— News: Flanagan 
4:15 WMAQ— Lorenzo Jor.es 
4:30 
WGN— Simon ar.d 
Bnckhouse 
WMAQ— Hotel for Pets 
WBBM— Paul Gibson 
WLS— News: W. fiercer 
4:45 WBBM— J;;r. Conwav 


WMAQ— Wed Howard 
4:55 WGN— News 
5:00 
WGN— Saxie Dowell 
W~BBM— Jackson, r.e-.vs 
WLS — WO--NJV Mercsr 
WMAQ— News 
WCFL— News- H^rve" 
WIND— News- Coir.ir.u'<"- 
5:15 WMAQ— Wed H.-v.va-.= 


WBBM— H=rr:rc-.T 
WIND— Jack Qui-.ar 
5:30 WGN— B.:: E-.-I-= 


WB3M— Pa-:. G-b-r>n 
WLS— News 
5:45 WGN— Sr- — « ^ .»-«•— 


WMAQ— G ?- -^ "-'*-t-s 
WBBX— L. Th-rr.as 


By 


EKSKINE 


JOHNSON 


Dr. Jekyll and ]\Ir. Hyde 


HOLLYWOOD — fNEAi — Close- 


ups and Longshots: A fanfare, 
please, from the midgets and the 
chorus girls. 


They're proof that Hollywood is 


shelving the world's problems and 
leaving the messages to Western 
Union in its all out E (for enter- 
tainment) bomb blasting at the box 
office. 


They trouped into the Paramount 


studio cafe at lunch time from 
"The Girl Rush" and "The Court 
Jester" sets along with Humphrey 
Bogart and some kid actors—"you 
can tell the movie kids from the 
midgets," cynical Bogart assured 
me. "The movie kids are smoking 
cigars." 


But about the midgets and the 


chorus girls. The type of extras in 
a studio lunchroom reflects Holly- 
wood's mood. Smiling midgets in 
King- Arthur period costumes and 
chorus dolls wearing smiles and 
not much else are a. promise of 
movie fun. 


Much more fun than the space- 


man, psychiatrist, Russian, mon- 
ster, girl next door and scientific 
types I've been seeing in studio 
cafes the last few years. 


MARILYN MONROE'S "off-hand 


quote to New York newsmen that 
she'd like to act in Dostoevsky's 
dark and bitter "The Brothers Kar- 
amazov" is far from new. She's 
been talking about it to the Holly-1 
wood press for almost a year. Her 
studio bosses have been hearing the 
same story—"I want to act instead 
of wiggle." 


But without 


can she act? 


her wiggle how 


Francnesca di Scarf a, weary of 


waiting for the long-expected finan- 
cial settlement, finally asked her 
attorney. S. S. Hahn, to file for a 
California divorce from Bruce Ca- 
bot. . . . Paulette Goddard's arm 
was fractured in ar. auto accident 
that all but demolished her Jaguar 
just outside of Ascona. Switzerland. 


. Now Edward G. Robinsor. Jr., 


Dance director Jean Coyne, former- 
ly wed to Stanley Donen, says "It's 
just 
friendship, 
nothing 
else," 


j about her dates with Dan Dailey. 
* * * 


Now that the water has stopped 


squirting out of my eyes after the 
underwater premiere of "Under- 
xvater"' at Silver Springs. Fla., a 
bo wto Perry Lieber's RKO pub- 
licity staff and our TWA Constella- 
tion crew—Capt. Fred Austin. First 
Officer James Rapatoimi. Naviga- 
tor James Jones and pretty host- 
esses Joyce Richardson and Sue 
Bland. Ditto for Paul Duggan and 
Bert Fink from the airline. 


Ruth Millett 


Mothers Should Teach Their 
Sons How to Run a Home 


has a movie agent. Bob Schwartz, 
who beiieves he has a chance as a ! 
romantic type. 


Monty Woolley barked it when 


told that a famous ir.ind reader j 


LARRY PAEKS and Betty Gar-1 


re:t—she's back in the film star i 
ranks in "Mv Sister Eileer." are I 
rehearsing their nitery act again i S 
for a Las Vegas appearance. 


was planning 
wood: 


"It is mv nrediction 


to locate in Holiv- ! 


Mothers who don't teach their 


sons as well as their daughters the 
simple mechanics of running a 
home ought not to complain or 
even be surprised if their daugh- 
ters-in-law don't love them very 
much. 


By the time he marries every 


mother's son should know hv,*- to 


h 
w'H 


j make a bed and be trained to hang 
up his own clothes instead of drop- 
ping them on the floor or tossing 
them over the backs of chairs 


Bv the time he his head of his 


WGN— News 
WBEM— Perrv 
WLS— Nev.- " 


ews: 


Corr.o 


Off P.ecord 


6 >:> 


.. 


WGN — Nv\*.-, a." 


E\EMX<; 
WON- Fu.- r I-e-.v. =: J- 


" 
" " 
• 
'" 


cause thev 
tw v.it!"":' 
Often tr.:= 
had » ".:"." 


tre cor. 


diti^n gets \vorse ur.^er nervous 
ter:-. -n ar.rl :.-. a".', probabi'.ity this 
car even bring it on 


Too rr.ar.v vi--t:rr.s of spastic col- 


on tr.r.K thev ar» constipated he- 


?." RO f*">r s. dav or 


' er r'.vir'™ the bowe'.s 
is be^3i.?e they have 
' diarrhea ar.d there i? 


gj^piy r.^.-i-.:r~ -here Tr.is causes 
concern, a laxa'.re is taker., ar.d 
the r^T rri^r. i^ irritated again. 


ON THE EXCOURAGING side it 


C9n re said that spastic colon does 
not cause cancer nor will it of it- 
self lead to anything else that 
threatens life. It responds reason- 
ably well to treatment with diet 
and certain medicines, but it is 
hard to get rid of entirely. Many 
who have this trouble have exper- 
ienced a period of ^reat relief sud- 
denly followed by a recurrence 
after a single meal off the diet or 
some emotional upset. 


WXAQ— A " e : e r r*-\ 
\\LS — Jor.r Varilor-^"1-: 
T 
vi-7'V'-> _ "V..- — • -- ___ 
WCFL — B T E.« i 


6:15 WGN-L N: S-.-;? nev 


WMAQ— j" w":'tr-" s 
WL?-NV.v« 
-A -•>?-",.->-'" 


6:2-> WMAQ- Uel K^.Vd 
6 -CO WI;N GV-- 
•=• 
"-A1--.- 


W.\:AQ -B^---.- ""--U" 
WBB:.: .; 
:-;-•- -— ^n 


WLS — L >r.e !<,!.- <*e 


_ = 
WIND Sr ,:-c h*>v.ew 
6 45 WC\ 
l>,-:--\ '---1-1 


WBS.V-,7 Be->v rP- 
WMAQ— or" Mq-.'f Fa 


*' >s 
Lar.d and 


WBBM -Nation's Business 
WIND -News. Hits 
WCFL— News; D. 
toils 
\\EFM Serenade Music 
WLS— Farm World 


7:15 
WMAQ- Carter Davidson 
WBBM-.I:mmv Lep 


7:30 
WBRM-TaJent Sfo^ts 
WMAQ Best of All 
WGN -Frank Kirki>atnck 
UI^S Howard Barlow 


8:00 
WALA.Q— Telephone Hour 


6:55 
WLS— News 


7:00 
VVGN Sei re 
WMAQ- You 


.-5 WGN— 72"" 
.to WLS— Bam Dance 


WBBM— Bins? Crosbv 
'33 WGN— 720 Club 


WMAQ— Band of Arr.er.ca 
WLS— Rhvthm Parv 
W33M--Amcs 'n Ar^v 
WGES— GennWia" """' 


--5 WBBM— News 
JO W.^N-L. Nicho'.s. news 
W3B?.:— News weath— 
WMAQ-McGee and Moiiy 
u_.ND — News; dar.ce 
v>"? — Morgan, news 
W'~FL— I.e'nr.ard Ellis 


., 5 v.'GN -B:s Ten 


5.3-D WGN— B:=- Tei'" 
wl^-Rh-.-j-^ Par:v 
V.-:.:AQ-±-..S i Like" 


_ v.C.-_— News; Top Tunes 
$'~j W33M — ierer.ai^"-"- B'-» 
V,?,:AQ— :-:-.;--=- "^-vr" 
:: :;• -.V^N-N-WS: ?. Dowe:; 


V.-B33r-H,.rr:r.=:-,;r.. r.ews 
\^ VAQ— Howard M-.r.er 
^ LS— World Tomorrow 
V.-ND-N^ws: Huooard 
:: ".r, v. ~;N— Tcrs :r. Sports 


WBBM — S^oreooard 


-" 2" V, .~N— L ^:or.^•^>e7u-.v. r.evv-s 


W?>:AQ— v, .i.eof." st^orts 
^"LS — J a " >c St. i wei: 
V.'BBM- Boston Blackie 
WCFL — Ir.vite to Relax 
WS EL— Virgil Kraft 
13. "5 WGN — Norman Ross 


WMAQ— Howard Miller 
:i/_O Wi,N-Ne-.vs: B. Black 


WBBM— Ed R. Murrow 
WIND— News: Lombardo 
WMAQ— J. Hurlbut. news 
WCFL— Morgan, news 
:i :15 WGN— Buddy Blark 


WMAQ— Promerade concert 
WBBM— Scoreboard 
WCFL— Music You Like 
r. :20 WBBM— Cela Roter 
H:30 WGN— Buddy Black 


WBBM— Showdown 
WTND— News; music 


11:55 
WBBM— This I Believe 


12:00 
WGN— News; Daddy-O 
Davlie 
WBBM— Music till Dawn 
WCFL— Operation Midnite 
WIND— News; Nitewatch 


The kookaburra bird, a member 


of the kingfisher family, which 
lives in Australia, is known as 
"the laughing jackass." 


Takes: A 20th Century- 


Fox subsidiary will nroduce films 
for television.". . . Terry Moore is own house every young man should 
crediting her vocal coach with low-1 know how to cook a ample meal 
ering her voice 20 degrees. For un-!so *"""* *"" 
* ' 
" 


derwater pictures? 


CYD CHARIS5E will give 


Aussies a peek at her glamor, j ought to De able to fix Emal! re' I .e 
She accompanies Tonv Martin to < P^'-rs around a house without yel- ju 


that he can cook for himself 


: and his wife if she is ill. 


'he I Any young man of marrying age 


own letters, writing regularly to 
his parents, and penning his own 
thank-you notes for gifts. 


Also in the gift line, he ought to 


be able to select gifts, and should 
know when a woman expects to re- 
ceive a gift. 
The husband who 


doesn't buy his wife a valentine of 
some sort just hasn't been well- 
trained by his" mother. 


He should take enough interest 


in his own clothes to take good 
care of them and to at least tell 
his wife when he wantd a suit sent 
to the cleaners. 


Young men who have even this 


much preparation for marriage not 
only make more considerate hus- 
bands but are happier themselves. 


For all people feel more secure 


have a sense of independ- 


Westbrook Pegler 


By WESIBBOOK PEGLEB 


During the hearings of the Beec« Committee investigator to-ex- 


empt foundations. Congressman Wayne L. Hays, Democrat « Ohio, 
accused Congressman Carroll Reece, Republican, of Tennessee, of 
cowardice. 
Ree<* fought in the first world war and made an exceptional rec- 


ord of bravery in battle, officially recognized by 
both the American and French armies and the 
American and French governments. 


Hays was 30>* years old on Pearl Harbor Day, 


Dec. 7, 1941. He states in his Congressional data 
that he enlisted on Pearl Harbor day plus one. His 
pedigree in Who's Who says nothing about military 
service but the data on file In Congressional ref- 
erence documents reports that he was discharged in 
August, 1942. No explanation is offered nor is it up 
to Hays to "explain" why his services could be 
spared in that critical period. He is a large man 
«Mti>ro«k 


physically. 
Reece has taken personal notice of the apparent facts 


without offering comment. 


Reece enlisted in May, 1917, one month after war was declared. 


Reece was commissioned a second lieutenant of infantry in August. 
As a native of East. Tennessee, he 
was, of course, a provisional or ir- 
ridentist Yankee, and he says to- 
day that he found congenial com- 
pany in the 26th, or Yankee, Di- 
vision which he joined in France in 
October. He seems to have been 
a precocious soldier. He was ma- 
ture enough in years, 28. but he 
had been a study-boy ai Carson- 
Newman and New York University 
up into 1916. Yet he found him- 
self boss of one of those big un- 
wieldy World War I battalions 
when he was only- one year our 
from under a derby hat. 


The coward was decorated with 


the American DSC ar.d DSM. He 
received the Purple Heart for the 
usual reason and got an Army cita- 
tion from the French with his 
Croix de Guerre with palm. His 
record states further: "Cited for 
bravery by Marshal Petain and 
Generals Edwards. Hale and Lew- 
is." This was Clarence Edwards, 
one of the few three-star generals 
of that war who hated Pershing 
with an overwhelming zest, arid 
vice versa. Pershing suspected 
that Edwards was sparing his 
troops and keeping down 'casual- 
ties to build popularity with a post- 
war political ambition. Pershing 
sent shoo-flies into the 26th to 
sample morale and spy on Ed- 
wards. 


Inasmuch as Hays had the gall 


to raise the issue of cowardice in 
his repartee with Reece friends of 
Reece have asked him why he 
didn't menaon his battle record 
and decoration by way of reply. 
Reece replied: "It was all there 
for anyone to read who wanted to 
look it up. It wasn't up to me to 
prove I wasn't a coward. I don't 
know what kind of record Hays had 
but I don't say he was a coward. 


Australia for his two-week stage 


j engagement in the spring. . . . It's 
' 24 years of marriage for the Pat 
O'Briens. 
* * * 


It's okay with Gene Kelly if 


his actress wife. Betsy Blair, signs 
| the pact that seems likely to launch 
•her as one of Hollywood's leading 
1 dramatic stars. 


j 
She's been offered a long-term 


1 contract by Hecht-Lar.caster on the 
;.•>•.: e:.gth of her performance in 
"Marty" ar.d Gene was beaming 
! ^n the set of "It's Always Fair 
' Weather" about Betsy's emotional 
' voltage. 


"Now it's up to Betsy to make 


up her rr.ir.d." he savs. She s 
! weighing- the decision. 
Acting is 


! the big thing in her life This a'.l 


j comes as 
a 
+>ig surprise. 
She 


j hadn't thought there was much 
j chance for her as a dramatic ac- 
i :ress until she reached the Helen 
Hayes age 
But now it seems 


that there is a need in Hollywood 
for a whole new crop of dramatic 
actresses with power and experi- 
ence. 


Jeff Morrow isn't sure that mov- 


(ies and TV haven't secretly tied 
|the knot. Reporting to Western Cos- 


I tume Company for his starring 
i role in a "Ca'.valcade of America'' 


j Stanza, he was given the same out- 
fit he wore in V-l s "Captain Light- 
foot"—plus one of Rock Hudson's 
vests from the same picture. 
• • * 


Josiane Mariani, Marlon Bran- 


do's 
fiance, will be open for movie 


offers while he's working in Samuel 
Goldwyp'a "Guys and Dolls." . . . 
It's a May day stork date for Zena 
Rerhevsky and artor Bill Barker. 
She's the wealthy Strauss clan heir- 
PSS who 
won 
film 
stardom 
in 


France after playing a bit role in 
MGM'i "The Merry Widow." 
, 


ling at his wife to find him the 


i hammer, hand him the saw, etc. 
! HE SHOULD SHOULDER 
RESPONSIBILITIES 
| He ought also to be capable of. 
and responsible for, answering his 


FLORIDA'S "BURBANK" 


Lue Gim Gong, a Chinese horti- 


culturist, who settled in Deland In 
1S36. often is called the "Burbank 
o" Florida." He introduced s. new 
variety of orange and developed a 
more hardy type of grapefruit. 


ence about small things as well as 
big. 
and boys who will some day 


be husbands and fathers are peo- 
ple, too. 
What's Right? 


If you are invited to more bndal 


showers than you feel you can af- 
ford to take presents to, then don't 
accept all of them. No or,e person 
ought to have to give half a dozen 
shower presents to a bnde m addi- 
tion to a wedding gift. 


Enough is enough. 


Onr Boarding Rouse 
With Major Hoople 


I do know how long the record 
says he served. I don't know what 
he did or why he got out so soon. 


Hays boasted twice that "the 


White House" instigated his ob- 
struction of the hearings. Although 
Reece is a Republican and "the 
White House" is supposed to be 
"Republican." the opposition to 
this investigation was directed 
from "the White House" were Paul 
Hoffman, of the Ford Foundation, 
a more or less nominal Republi- 
can, has a political operating base. 
President Eisenhower showed very- 
sensitive regard for the dignity and 
professional honor of Brig. Gen. 
Zwicker, when Joe McCarthy gave 
Zwicker a wigging for refusing to 
give information about the Fifth- 
Amendment dentist. But Eisen- 
hower has failed to utter a word 
in defense of this other officer, of 
recognized braver;.-, proven in bat- 
tle, 
and a fellow Republican, as 


well, in an instance of f'.agrant, 
sustained abuse obviously intend- 
ed to frustrate the purpose of a 
Congressional committee. 


In his personal statement sup- 


plementing the majority 
report 


Reece wrote that Hays: "Pub'.icly 
accused the chairman of lying and 
being a coward." and cited the 
following: 


"'Mr. Hays: Out where I come 


from we have a saying that if a 
man double-crosses you once that 
is his fault: if he double-crosses 
you twice, that is your fault. You 
won't get the second opportunity.' 


"The chairman 
i Reece i: 'Even 


that statement is not going to pro- 
voke the chaimar.. But no man can 
justifiably say that this chairman 
has ever doubie-cros^d anybodv 
or failed to keep his word.' 


"Hays: 'I am say.'r.g both.' 
"The chairman: "That does not 


disturb me a particle.' 


"Hays: "Thought they had more 


guts in Tennessee.' " 
, 


Hays also waged a campaign of j 


insult agairst Sisier Margaret Pa-1 
tricia McCarran. a Catho!;.- nur., • 
and Cathode Uriverpitv. cf Wash- ' 


ington, D. C. Drew Pearson has 
undertaken to defend Hays and 
deny his recorded insults to the 
nun and Catholic L". Pearson serv- 
ed IS days in a campus officers' 
training outfit in World War I 
and applied for beneficial status as 
a "veteran" on that basis. 


Reece said he thought Hays had 


a sense of inferiority and that his 
abusive attitude was not actual 
pugnac-ty but biirste:. 


"He is a big fel!ow," Reece said, 


"bu: not above tne neck." 
Questions and 


Answers 


Q—What is the origin of the 


word "thug" as applied to a hold- 
up man or a hired slugger? 
A—The term conies from the 


Hindustani '"hag." 
meaning a 


cheat or rascal. A thug v.'a1; a mem- 
ber of an old society in India, the 
members of which killed in the 
name of religion. 
* * * 


Q—What is the largest brook 


trout on record? 
A—A brook trout weighing 14li 


pounds has been the world record 
of years. I: was caught in the Nipi- 
gon River on the north shore of 
Lake Superior.* * * 


Q—When was Ken«se!aer Poly- 


technic Institute founded? 
A—In 1824. It is believed to be 


the oldest college of civil engineer- 
ing in the English-speaking world. 
* * * 


Q—Is the mace used in both 


houses of the U. S- Congress? 
A—The mace is the symbol oi 


authority in 
resentatives: 
the Senate. 


the House of Rep- 
there is no mace in 


Q—To what race do the Tibet- 


ans belong? 
A—The Tibetans are a branch* of 


the Mongolian race, and have their 
own language. 


Q—To what family does the bo 


tree, or Tree of Wisdom, the sa- 
cred tree nf India. b*"Ionj? 


A—The bo ss one of the fig trees 


and is classed in the mulberry 
familv. 
Hard of Hearing? 


If you are hard 
nf 
hearing, 


I would like you to havr* a 1ft day 
free 
trial 
.if 
our 
A-340 


ACOFSTICOX 3 transistor hf-arin? 
aid that retails for only S99-50. 
Therp n no deposit renuired, no 
obligations. Come to Nai-hiisa Hotel 
Wednesday. Jan. 26th. and let me 
demonstrate. Hours — 11 a.m. to 4 
p.m. 


ACOUSTICON OF ROCKFCRE 


1*. L. Motter. Distribiitor 


TALK 
A ORORB 
WH05P5 


TO &M= cor A 
BURST OF AT0.M1C 
, SCffSf 
AIL Of US SMOiX 


WITH 6HAWE/—TAtfa 
A 
SCIENTIST 
VJMAT6 T 


T S16 


AUTOS AND TRUCKS 


FASTER 


With 


TELEGRAPH WANT ADS! 


More track* and pleasai« c*r» are advertised and *old in 
Dtson throogb Telegraph Want Ads than through any 
other medium! Reason: Telegraph Want Art* ^et results! 
They find buyers quicker and cheaper tor dealers. U 
TOW Have a car or track to sell . . . 


CALL 2-1111 


DIXON EVENING 


'SPAPERf 


Miss Wedlock, Dixon Bride 
Newlyweds to 
Have Jamaica 
Wedding Trip 


Miss Mary Shirley Wedlock was 


married to Carl Christopher Bar- 
denheier, Saturday, Jan. 22, in St. 
Anne's Church, Dixon. White glad- 
ioli decorated the altar for the 
morning ceremony performed by 
the Rev. Ronald French. 


The bride, only daughter of Mr. 


and Mrs. Marvin John Wedlock, 
was given in mamage by her 
father. She wore a street length 
gown fashioned of ivory silk and 
a matching headpiece, sprinkled 
with seed pearls. 


The bride's bouquet was whit« 


orchids. 


Miss Ann Murray, LaSalle, cous- 


in of the bnde. was her only at- 
tendant. Miss Murray's dress was 
of avacado peau de soie and she 
held a bouquet of bronze chrysan- 
themums. 


George 
Edgar 
Bardenheier. 


brother of the bridegroom, served 
as best" man. They are sons of 
Joseph A. Bardenheier Sr., St. 
Louis, Mo., and the late Mrs. Bar- 
denheier. 


Buffet Breakfast 


The home of the bride's parents 


was the scene of a buffet break- 
fast, following the c e r e m o n y , 
where 
the 
immediate 
families 


gathered. 


Mrs. Wedlock wore a taupe crepe 


costume with a matching straw 
hat and a corsage of brown 
orchids. 


Mr. and Mrs. Bardenheier will 


spend their honeymoon in Jamai- 
ca, B. W. I., and will occupy an 
apartment in Clayton, Mo., upon 
their return. 


The bride attended Fonlbonne 


College for Women and was grad- 
uated from Washington University, 
St. Louis, Mo. Bardenheier attend- 
ed Springhill College in Alabama. 


Social Calendar 


Tonight 


Birthday Bible class. Church of 


God, 
home of Mrs. Lyle Drew. 


6:30 o'clock diner. 


AAUW in Loveland Community 


House. 8 o'clock. 


Rock River Valley Art associa- 


tion in Sterling YMCA club rooms. 
8 o'clock. 


Ma-Di-Na unit of Home Bureau, 


home of Mrs. Byron Blum. 8 
o'clock. 


Refresher Course sponsored by 


Private duty section of KSB Nur- 
ses alumnae. Loveland Community 
House. 8 o'clock. 


I.ee County chorus, first practice 


In Eldena church. 8 o'clock. 


Eta Chi chapter of Beta Sigma 


Phi in Loveland Community House. 
X o'clock. 


Job's Daughters Mothers club 


with Mrs. Lyle Melvm. 8 o'clock. 


Tuesday 


Kachusa unit of Home Bureau, 


home of Mrs. William Meyer. 1:30 
p.m. 


Xi Beta Upsilon Exemplar chap- 


ter of Beta Sigma Phi. home of 
Mrs. Leo Meinert. 8 p m 


Washing-ton school PTA in the 


School. 7:30 p.m. 


Unitarian 
Fellowship 
at 
the 


Youth Center. 8 p.m. 


Erv-.He Currens Missionary So- 


ciety. St Pav.I's Lutheran church, 
at the church ~-*5 p.rr. 


Kings school Community club at 


the school.*? p m. 


Dixon chapter ?32 Women of the 


Moose in the Moose club rooms. 8 
p.m. 


Job's Daughters at Dixon Ma- 


sonic Temple. 8 o'clock scramble 
supper. 


Beta S.ET/ia Phi sorority city 


council in LoveJand Community 
House. 7 p.m. 


Gamma Mu chapter of Beta Sig- 


ma Phi ^onn'" '- " oveiar.d Com- 
munity House. 8 p m . 


YOUNG MOTHERS' CLUB 


The Your.c Mo'hers* club will 


meet at * p m Wednesday. Jan. 
26 sr. the home of Mrs George 
Bmne" 
619 North G&lena Are. 


Mr.- George Currar. will be the 
speaker 


A-vr-re inaKe 
to 
attend 
is 


asked to ca" Mr? Robert Burrs 


WOMEN OF MOOSE 


D:\T. rr.qr'er $32 Women of the 


Moose w :: r~ee: at 8pm. Tuesday 
in the Mw=e r'.:in roorr.F Reports 
due at 'h.? t:rr.e are: Publicity. 
^jnAco'-f.^rt 
•""".. .d 
c^re. 
home- 


rr.ak.-?. 
«"-.».: serv.ce. Moose- 


haven arl membership. 


— o 


SATIT-PAY DINNER PARTY 
?.:r ard M-? Howard Swar.sor. of 


EuFtare Dn»e er.tcrtsir.ed Satur- 
dav ever.ing h^r.^nr.g the birth an- 
niversary cf Mr. Swar.son 


BETA SIGMA PHI COUNCIL 
The Be:a S:prr.a Phi soror.ty city 


council will meet at 7 p m . Tues- 
day in Loveland C o m m u n i t y 
House. 


SOCIETY 
NEWS 
Q 
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MRS. C. C. BARDENHEIER 


Phillip Dickinson Is Dixon 
Woman's Club Speaker 


Phillip Dickinson, game biologist for the Illinois Conservation de- 


partment, presented an illustrated lecture for members of the Dixon 
Woman's club Saturday afternoon. Mr. Dickinson used the new screen, 
recently presented to the Loveland Community House, to show numer- 
ous slides depicting the depletion of our natural resources. He spoke 
of how much of the natural cover of the countryside has been destroyed, 
thus leaving no refuge for biros and animals. 


Further, by the destruction of 


trees and shrubbery throughout the 
countryside, we are becoming the 
victims of erosion, one of the prob- 
lem* confronting the conservation 
department. He spoke of the im- 
pact of the white man on this na- 
tion, who of necessity cleared the 
forests, and used animals for food 
and their skins for warmth. It is 
now the duty of the Conservation 
Department to maintain a balance 
of bird and animal life. In 1934 the 
first refuge was established in this 
area. Much has been done in the 
past 20 years by the department. 


ERVTLLE CURRENT SOCIETY 
Th* Erville Cuijens Missionary 


society of St. Paul's Lutheran 
church will meet at 7:45 p. m. 
Tuesday 
Jan. 25 in the fireside 


room of the church. Mrs. Lester 
Hill. Jr.. will be hostess. 


Members unable to attend are 


asked to notify the hostess. 


SERVICE CLUB 


The Service club will meet at 


1:30 p.m. Wednesday in the home 
of Mrs. Robert Hofmann. 615 East 
Morgan st. Mrs. A. H. Nichols will 


The 


MATURE PARENT 


LET'S TRY TO BE SUSPICIOUS 
OP INTENSE ANGER AT A CHILD 


BV MRS. 3IUKIKX LAWRENCE 


Outside the juvenile court, it was a cold day. Inside it, it could 


have been even colder. For one of the people who stood before the 
judge was a child. The other was a mother—and what she was doing j 
was to itemize grievances that would commit the child to a reformatory, 


It could have chilled me to listen, so bitter was her voice. 
The girl cared for nothing but fun. said her mother. She was use-1 


less around the house. School was a laugh; she went if she felt like it | 
—if she didn't, she didn't. Now she'd taken up with this good-for-noth- j 
| ing man. . . . 
! 


Would she listen when you warned her that all he wanted was a! 


?ood time? Would she ask herself what a 28-year-old loafer wanted 
with a kid of 15? She wouldn't. She didn't care about anything. She 
was bad. 


And "Your Honor," the mother concluded. "I want her sent away' 


where I won't have to see her any more " 


As I said. I might have shivered. I didn't. I had knowledge that. 


kept me from shivering. The woman who wanted her child put away _ 
where she wouldn't see her any more had been given a very, very bad j 
time by a good-for-nothing person herself 
I 


So, instead of shivering. I said to myself, "I see " One very very 


bad time with a good-for-ncthir.g is enough for one human life. She s . 
not bitter at her child. She's just afraid of another bruise on an old , 
bruised place." 
| 


What release it would have been if she'd known it: Instead, she j 


had to stand there, hard-faced beside the lost child, hate p'jtttr.™ a rr.il- j 
lion miles between them because she couldn't place it on tlie pe:son 
it belonged to. 
; 


For our own sakes. let's always try to remember to be very sus-' 


oicious of intense anger at a child. 


Hardly ever does the intensity belong to him. Nearly always, what, 


he's done is to hit an old bruise. 
[ 


I 
We explode at Beth's carelessly-washed dinner dishes, not know- 


j ing tnat we re exploding at the little sister who u^ed to get away with '• 
carelessly-done chores that we had to do perfectly. We weep over her i 
criticism because we were slapped across the mouth for cr.ticizing. 
j 


We hear a small son tattling on us to his fatner—and never sus- i 


i pect that our hurtful sense of injustice is the pain of some old betrajal • 


i we think we have forgotten. 


It's the old bruises that alienate us from children 
The angrier. 


we are. the sharper we should look for them. For when we locate i 
them, love for the •child is restored to us. We can see li-.e hurt he has i 
given us disconnected from the hurts he hasn't giver, us. 
j 


Tuesday Speaker 


DR. EUGENE B. VEST wi.l be 
ire featured speaker when the 
Washington 
S«.noo! 
PTA 
meets 


Tuesday evening. Jan. 25. at 7.30 
D'clock in the school. The son of 
Mr. and Mrs. R L. Vest. D-.xon. 
Dr Vest is professor of English 
and head of the division of Hu- 
T.amties. University 
of Illinois. 


N'avy ?:er Chicago. "Edura'e or 


Pensh " will be his subject. 


ETA CHI CHAPTER 


Eta Chi chapter of Beta Sigma 


Phi sorority will meet at 8 p. m. 
today, Monday, in Loveland Com- 
munity House. This is an impor- 
tant meeting with, all members 
urged to attend. 


IDEAL CLUB TO MEET 


The Ideal club will meet for "a 


1:30 o'clock dessert luncheon Wed- 
nesday with Mrs. Harriet Beam. 
530 Chamber!:*! St. 


Jan. 27 Meeting 
mportant for 
Scout Council 


The Association meeting of the 


Girl Scout Council will b« heJ<J 
Thursday, Jar.. 27. at 7 30 p m. in 
Lovelar.d Co::.rr.^r..'y Kojse ithe 
v/est club room . Ti.s meeting :s 
one of the three he.d curing the 
year for both leaders and mern- j 
hers. 
j 


All board ir<?.T.'o^:s tiooo lead- ' 


ers. co-leaeers and trc-vp co.-r.ir.it- 
tee Siemoers are e<p*-"»d to be i 
present. The budget for ISC5 will ' 
be presented ar.d vox-d upon 
j 


There v.ill be an ir.~.<=•=":ture of: 


new board member? leaders co- ' 
leaders, troop comrr.ttee merr.r.ers j 
and all registered members of s^irl 
s'ou'ir.g who have "O" been pre-: 


yeirs of ser\.'e in G.rl Scout.ng ' 
'Ail. be made at ir.is t:me. 
, 


?.'rs V.'ayr.e Pnr.ce vil! conduct . 


a rour.d table discuss.on entitled. 
••"How Can V.v Erl.st the Irtere^' 
ar.d Co-operation of Parents in th" 


Refreshments 
v.-:ll 
be 
serve<i > 


folk>v.'ing the meeting bv the conn- ' 
i'.l meeting committf-e v.ith Mrs. 
Aller Larserf. chair.iian assisted t 
by Mrs. Roy Raffenberger ar.d ' 
Mrs. \Villiam Grcnberg. 


XACHUSA ?.nSSIONARY GROUP 


The Nachusa V.'oman's M:=:sion- 


ary Society uili n^eet from i until 
4 p. rc. V.'edr.escay in. the church j 
basement to mend articles for the 
Nachusa Lutheran Kome for chil- T 
dren 
All -women of the church' 


and corr.mt^iitv are invited to at- 
tend 


Cancer Society 
Board Planning 
Dinner, Meet 


The executive board of the Lee 


County chapter. American Cancer 
Society, will meet at 7 o'clock 
Wednesday eve.iing. Jan. 26. at 
the 
Landmark. 
Grand Detour. 


Dinner will precede the meeting. 


During the meeting, officers will 


be elected and progress reports 
will be given. 


Miss Dorothy Arrniugttm ia chap- 


ter chairman; Dr. Charles Lesa^e, 
vice chairman; Max Van Scoy, 
treasurer, and Mrs. A. Gordon 
WUson, secretary. 


Job's Daughters 


Job s Daughters. Bethel 59. will 


meet Tuesday evening in the Dixon 
Mason.-" Temple for a 6 o clock 
scrarr.ole supper followed bv in- 
spection. Mrs. Alice Lahti. Syca- 
more, district deputy, wiL be in 
charge of inspection. 


Meat and a beverage will be fur- 


nisfltrd by the Bethel for the supper 
with ear-h girl asked to bring a 
dish to pass and her own table 
aervice. 


MOTHERS STUDY CLUB 


The Mothers' Study club will 


meet at 9 a. m. Wednesday. Jan. 
28. at the down-town plant of the 
Pe;,r.olds Wire Division. National 
Standard Co The group will tour 
Dixon business plares. 


UNITARIAN FELLOWSHIP 


The Unitarian Fellowship will 


meet at 8 p m. Tuesday in the 
Dixon Youth Center. Rev. Donald 
Littlejohn will speak on '•The Re- 
ligion of Jesus " 


The Pittman Roberts act provides 
De co-hostess. 


excise taxes on firearms and am- 
munition. these taxes to be used j 
HOSPITAL BOARD 


by the department. The Dingle j ^ board o. dirsctOTS of 
tt 


Johnson bill provides excise taxes , Kather-lne Shaw Betlnea hosoital 
to oe used for tne improvement of j vrlii 
water conditions. 
j 


Miss Rosemary Schuster gave 


her expenences at the Conservation ' 
Camp. Lake Villa, and expressed 
her appreciation to the club for i 
the opportunity given her to study 
wild life and conservation. 
! 


The Indian Welfare and Conser- 


vation committee of which Miss 
Esther Barton is Chairman, was in i 
charge of the program. Miss Bar- ! 
ton also introduced the speaker, 
j 


Phillip Smith, a local- student, i 


Dresented two trombone solos, ac- { 
compamed by Mrs. Dean Hey. 
| 


Tuesdav 


»xt Program 


Mrs Charles Crombie ar.r.ounced 


the next program. Feb. 12 which 
\\~11 be arranged by the Veterans 
and Trail Rangers committee. The 
speaker vnll be Mrs. Leslie T. 
Hamilton of Macomb. 


The hostess committee headed 


by Mrs. Sidney Sir.ow served re- 
freshments from a. table centered 
with a charming arrangement of 
driftwood and pink carnations. Miss 
Ruth Chiverton and Mrs. S. J. Lip- 
nitzky poured. 


KTXG'S SCHOOL CL"B 


The King's school corr.rnur.ity 


club will meet at the schooi Tues- 
day evening. Jan. 25. at 8 o'clock. 
M:ss Mary Ransom vo.li show pic- 
tures of her recent trip to So-jth 
America and Europe. 


GUESTS FROM CHICAGO 


Mr. and Mrs. Kenry Bohkof cf 


Chicago were weekend guests of 
Mr. ar.d Mrs 
Richard DuScee?. 


jTne gentlemen are cousins S^'ur- 


i dav evening the Durkees en'er- 


1 tained at dinner hononng their 
guests. 


DINKER GUESTS 


Mrs. L. E Jacofcsor: er:erta:r.ed 


with a Sunday ever.-.r^ dinner at 
her apartment in the Manor rcnor- 
;ng the birth anniversary of Ly'.e 
M 
Prescott. There 
v. ere eight 


guests. 


Special Designs 


for 


Cool Weather 


New and Fashionable 
and Mcst Interesting. 


Ton Will Like 


Our Permanent* . . . 


H&chineleM and Cold Ware. 


Also Oar 


Complete Beaatr Service 


VOGUE 


BEAUTY SALON 


Phone 2-7321 


Dixon Xat'l. Bank Bldg. 


IN 


DIXON 


ITS 
barger's 


. 


Barger Says: 


ALL WINTER MERCHANDISE MUST GO— 


NO CARRY-OVER 


REDUCED BELOW COST 


DRESSES . . . . . $4.99 and $7.99 
SWEATERS . . . . $2.99 and $3.99 
SKIRTS 
$2.99 and $3.99 


BLOUSES 
$1.99 and $2.99 


SUITS 
$19.99 and $29.99 


COATS 
only $19.99 


the most important feature in any stocking 


FIT 


ALL NEW BUR-MIL 


Cameo 


mcc'e of Burr.;/zed S 
4re?cH Nylon f.ts you better than your 


o-.vn s'<:n! 


These becrjv'JIy sneer st-e:ch nylons no!d themselves 


to your legs, from Top-fo-Toe. 


For ieg g'anc-r r.ever-before-pcss;b!e buy Shape 2-U 


$195 


Srape 2-U c^y | 


KLINE 


MAIN FLOOR HOSIERY DEP'T. 


FINAL WEEK 


BOWMAN'S STORE - WIDE 


JANUARY SHOE CLEARANCE 


EVERYTHING IN THE STORE AT SALE PRICES! DISCOUNTS RANGE FROM 10 TO 60% 


JANUARY PUR SALE 


Up to 50°o Off 


en ell fur coats in stock 
GRACEY FUR SHOP 


113 North Hranrpln Arc. 
Pft. J-TS31 


Still a mammoth selection of excellent quality shoes. We're 
way over-stocked on everything. Hundreds of pairs must 
be sold at rock bottom prices. EVERYTHING AT 10 TO 60% 
LESS THAN REGULAR PRICE. 


Just for You 


Personalized Styling for 


Lovelier Hair. 


Styled by Oar Expert 


Hair-Dressers 


Gladys Ireland Beauty Shop 
MARGE HINKLE - MARILYN LOESCHER _ Operators 


—Open Evening* by Appointment 


P*rmon«nff - finger Waves • Hair Styling 


"Dhffncfiv* 0*avty Cart" 


5»ompooi 


FOR MEN 


ROBLEE and 


PEDWIN 


Dozens of popular sport 
and dre«« style*, many 
brand new shoes just 
unpacked. 
8 


99 


SHOES FOR 


GIRLS OF 
ALL AGES 


Growing girls* sport ox- 
fords and dress flats. 


WOMEN'S 


RUBBER FOOTWEAR 


Women's Fur Trimmed 


Zipper Boots 


MEN'S 
WORK 
SHOES 


grade, plain toe. 


cork solft, medium to 
extra wide widths. 


WOMEN'S 


RED CROSS, AIR 
STEP, PARADISE, 


LIFE STRIDE 


E\eryth::;s >n women's 
style «hoe«: low heels 
to high; e\ery color and 
size; 
right 
off 
our 


*hel\es and priced at 
just 


623 


MEN'S 


FLORSHEIM 


E x c e l l e n t 
quality 


grains, cordovan* and 
o t h e r cool weather 
types. 


WOMEN'S 


HONEYBUG end 
DANIEL GREEN 
HOUSE SLIPPERS 


Lar?e g r o n p Daniel 
Green and Honeybugs 
at 


REAL 


COMFORT 
IN THESE 


W o m e n ' s 
Cobbler 
or 


casuals. 


Paradise, 
Air 
Step 


4 


99 


121 FIRST ST. 
DIXON 
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Bottle Bixons 


DIARY 


NOTES ABOUT PEOPLE, PLACES YOU KNOW 


Phones: 


Office 4-9741 or 2-1111 
Home 2-7581 


Mr. and Mrs. Charles Hank, 


Mrs. Herman Wasmund, Mr. and 
Mrs. Edward Fisher, Mrs. Charles 
Keifrich, Mr. and Mrs. Roy Heii- 
rich. Mr. and Mrs. Leslie Heaton. 
Mrs. Theodore R. Mason, Mr. and 
Mrs. James Reid, Mr. and Mrs. 
Frank Heaton, Mr. and Mrs. Rob- 
ert Fisher, Mrs. Kenneth Gross, 
Mrs. LeRoy Wagner, Mrs. Arthur 
Tholen, Mrs. Russell Lenox, Mr. 
and Mrs. Fred Brauer, a!! of tius 
vicinity; Mr. and Mrs. Will Fisher. 
Delavan, Wis.; Mr. and Mrs. Har- 
old Fisher. Monroe Center; Her- 
man Schroeder, Mr. and Mrs. Roy 
Oterbach. Mendota; Mr. and Mrs. 
Bertha Baker, Mt. Morris; Mrs. 
Amber Coontz and Mrs. Fred Car- 
son, Oregon; Mr. and Mrs. Cecil 
Emrnons, Franklin Grove; Mrs. 
Harry Stenhouse, Oak Lawn; Mr. 
and Mrs. Clifford Rackow. Mr. and 
Mrs. Walter Rackow, Mr. and Mrs. 
Merton Rackow. Mr. and Mrs. 
Chester Rackow. Mr. and Mrs. 
Earl Pederson. Mr. and Mrs. Clar- 
ence Schedin, and Wayne Richard- 
son, all of Argo, on Tuesday at- 
tended the funeral services of Mrs. 
William Baker, Erie. 


The Bakers were former resi- 


dents of this vicinity until two 
years ago when they retired and 
moved to Erie to make their home. 


Russell Eller. who has been a 


patient at Veteran's hospital in 
Chicago, recently had a serious 
operation and was granted a 30- 
day leave. He arrived Sunday to 
spend his leave with his mother, 
Mrs. Caroline Eller, 1308 Sixth St. 


THE RAINBOW INN 


serves a thick T-bone steak, drip- 
ping with its own tasty juices. 
Have one tonight! 
—Adv. 


James T. Sheehan, chief aviation 


machinist's mate. Patrol Squadron 
24, USN, son of Mr. and 
Mrs. 


Thomas F. Sheehan, 1S03 Ninth 
St., at present is in. North Africa, 
and in a recent letter received by 
his parents from his wife, at Shin- 
coteague, Va., she said that he 
was in good health and enjoying 
his travels. According; to present 
plans, he expects to be sent to 
Malta, and also will visit Ireland 
before he returns to the United 
States next summer. 


He is making a career of the 


Navy, enlisting when he was only 
17, and already has had 14 years 
of naval service in the Air Corps. 


He and his wife have two chil- 


dren, James Christopher and Anne. 


Ronald D. Gardner, aviation 


machinist's mate airman, USN~, 
son of Mr. and Mrs. Oscar Gard- 
ner, 616 Squires Ave.. now is serv- 
ing in the European area. 


In a recent letter received by his" 


parents. Ronald told of making a 
tour of Grece, Turkey, France and 
Spain. 


For some time he has been 


based in French Morocco, but now 
he is at a new station at Malta. 


THERE ARE SIX REASONS WHY 
Ceco combination windows are 
smart home accessories. 1—Thev 
save money. Watch next week. 
Coral's. 
—Adv. 


The Bethel Women's Missionary 


Society met Thmsday evening at 
the church, when members, fami- 
lies and friends were entertained at 
a supper. 


Seventy guests present were seat- 


ed at 12 tables, each beautifully 
decorated to represent a different 


month in the year. Each guest sat 
at the table which represented the 
month of his birth. 


In the absence of Joyce Coke, 


Mrs. Lucille Coke showed the pic- 
tures taken or Miss Coke's work as 
a missionary in Nigeria, Africa. 


A short business session was dir- 


ected by the president, Mrs. Lona 
Reilly. 


A birthday offering of a cent for 


each year was collected from* ev- 
ery person present, the amount to 
be used in the work among lepers 
of the mission station. 


Hostesses for the affair were 


Mrs. Lula Deardorff. Virginia and 
Lois Deardorff and Mrs. Oscar 
Cramer. 


D E C O R A T O R ' S SIZE 
ARM- 


STRONG'S 3^ in. rubber tile for 
distinctive bathroom floors. Only 
four cents apiece at Sullivan's. 315 
W. First St. 
—Adv. 


Nancy Whitcomb. who attends 


Northern Illinois State Teachers 
College, DeKalb, will arrive in Dix- 
on this weekend for the end-of-the- 
semester vacation. She-will be here 
for five days. Miss Whitcomb is the 
daughter of Mr. and Mrs. Bert 
Whitcomb. 522 E. Chamberlin St. 


Joan Martin, daughter of Mr. 


and 
Mrs. 
Clifford 
Martin. 812 


Fourth St., will return this weekend 
from the University of Illinois, 
where she attends college. 


Ronald French, son of Mr. and 


Mrs. John S. French. 1114 Eustace 
Dr.. will arri\-e Jan. 28 from Par- 
sons College. Fairfield. la. He will 
remain in Dixon until Feb. 1. 


BOLT TO LAST A LIFETIME: 
The Speed Queen automatic wash- 
ing machine with rugged under- 
structure. See it today at Kreim's. 


—Adv. 


Edward Perry, son of Mr. and 


Mrs. Frank Perry. 1111 Fourth St.. 
will arrive in Dixon next Sunday 
from Monmouth College, where he 
is a sophomore student. He will 
spend three days with his parents. 


Mary Ransom was the speaker 


Tuesday evening at the meeting of 
the Christian Helpers who met in 
the Fireside room of St. Paul's 
Lutheran church with 35 members 
in attendance. 


Mrs. Ray Jordan was in charge 


of the business session which pre- 
ceded the talk. The address was an 
account of Miss Ransom's recent 
tour of South America, Africa and 
Europe, and was illustrated by 
slides. 


The next meeting of the Christian 


Helpers will be held at the home 
of Mrs. Ferris Walker. 316 Spruce 
St.. on Tuesday evening, Feb. 15- 


Maurice E. Gushing. 216 Lincoln 


Ave.. has returned to work in the 
signal department of the Chicago. 
Northwestern Railroad after an ab- 
sence of six months due to illness. 


Search Boston 
Prison; Find 
More Weapons 


BOSTON * — Investigators to- 


day continued their search of the 
isolation section of the Massachu- 
setts State Prison, where four con- 
vict held five guards and ssx other 
prisoners as hostages for 80 hours 
last week. 


i 
What was described as a "fine 


I tooth comb" search of the two-tier 
ceilblock Sunday by slate detec- 
tives uncovered two knives, two 
hammers, two saws and two pairs 
of pliers secreted in various spots. 


The four long-term convicts gave 


up two guns and several rounds of 
ammunition when they surrender- 
ed Friday to a citizens' committee. 


The men — bank robber Theo- 


dore < Teddy) Green. 39; gunman- 
robber V.'alter H. Balben, 38; cop 
killer Fritz Swenson, 31; and rap- 
ist Joseph A. Fiahtery. 32 — are 
to be questioned today about how 
they obtained the guns used in the 
siege. 


At:y. Gen. George Fingold said 


I he will prosecute the four men for 
i grabbing the hostages at gunpoint 
last Tuesday and added: "We 
wan: to know how the revolting 
prisoners obtained guns and am- 


j munition and other weapons. They 


• must have had outside help." 


The possible charges against the 


rebel prisoners. Fingold said, are 
attempted escape, kidnaping and 
unlawful use of firearms. 


Issued Licenses 


County Clerk Sterling D. Schrock 


Saturday isued marriage licenses 
to: Richard M. Mitchell. 31. and 
Mrs. Ernma J. Hammond. 21. both 
of ~reepcrt: and Ivan \V. Fos^ett. 
34. Miiledgevi'.le. and Lola Mae 
Warr.ken. 22. Polo. 


Hans Lippershey. Dutch optician. 


I invented the telescope in 1603. 


Km of Fliers 
Ponder Trip to 
Chinese Prison 


By The Associated Press 


Relatives of Americans jailed by 


Red China still are 
pondering 


today the tough question of wheth- 
er to accept the Communists* in- 
vitation to make the long journey 
to visit the prisoners. 


At least one family had decided 


definitely to make the trip. 


The families were informed yes- 


terday they can send weekly par- 
cels of up to S50 valuation to the 
men. 
Mr. and Mrs. Harold Fischer Sr.. 
of Swea City. Iowa, set mid-Febru- 
ary as the date they hope to leave 
for Peiping to see their son Cant. 
Harold Fischer Jr.. a flier who 
was shot down in Korea in 1953. 


The elder Fischer, who raises 


pigs, said he would take along two 
purebred porkers and present them 
to the Chinese. 


KSB ^ nital 


Jan. 22 


Admitted: Mrs. Margaret Walter. 


Franklin Grove; Mrs. Romona 
Eidenmilier, Ohio; Mrs. Jessie 
Netzelman. 
Mrs. Katheriiie 


Campbell. Dixon. 


Discharged: Buril Branson. Dixon: 


Dennis Irwin. Holcombe. Wis.; 
Mrs. Dorothy Shipman. Polo: 
Clayton Hollewell ana Mrs. De- 
lores Hoileweil. Oregon. 


Jan 23 


Admitted: Mrs. 
Genevieve Wolf. 


Ralph Wolf. Lao Wolf. Mrs. Peari 
Haug. Miss Agr.es Murphy. Mrs. 
Hester Kump, Miss Maymp Con- 
rpy. Dixon. 


Discharged: Andrew Cirksena. Ore- 


gon: 
Mrs. Florence Harries, Ot- 


tawa: 
Mrs. 
Frances 
Lippert. 


Franklin Grove: Edwin Ting- 
ling. Polo: Marvin Callow and 
Kevin Fane. Dixon: Mrs. Olive 
Cupp. Lee County Nursing Home, 
and Oscar Daehler, Chadwick. 


Births: Mr. and Mrs. Arthur Baeb- 


ler. Dixon. a daughter. Jan. 22. 


Dr. and Mrs. Howard Edwards. 


Jr.. Dixon. a son. Jar.. 22. 


Mr. and Mrs. Donald Wakeiey, 


Dixon. a son. Jan. 23. 


FIRST PLEBISCITE 


First plebiscite taken v.-as curing 


the 1790s. when the French govern- 
ment permitted the citizer.s of Sa- 
voy and Nice to vote for or against 
ur.icn with Frar.ce. 


ATOMIC DIVER—The USS Nautilus, world's first atomic subma- 
rine, creates a foamy pattern as she starts down, dips her conning 
tower and disappears under water during first diving trials (Jan. 21) 
off the New England coast. The big undersea? craft, whose power 
is derived from her own nuclear reactor, made her first surface 


trials earlier in the week. iAP wirephoto) 


Fear 18 Dead in Wreck 
Of Crack British Train 


SUPTON COLDFIELD. England 


ij?—Rescue workers dug through 
the twisted wreckage of the Ycrk- 
to-Bristol express today for more 
•possible victims of the 60-mile-an- 
hour derailment which killed at 
least 16 persons Sunday and in- 
jured 42. 


Police said more bodies, believed 


to be still in the piled-up debris 
of the train and the badly damaged 
Coldfield 
Sutton 
station, 
might 


raise the death tell to IS. 


The train hurtled off the track 


just as it was passing the Sutton 
Coldfield station. The engine turn- 
ed upside down, six coaches tele- 
scoped into each other and three 
of the four remaining cars smash- 
ed into the station building, which 
is not open on Sunday. 


There was no immediate expla- 


nation of what caused the wreck. 


A worse disaster was avoided bv 


Cops Disturb Quiet 
Day of Gambling 


•> 
C? 
In Barber Shop 


CHICAGO IP— For a Sunday, 


George 
Guzaldo's barber 
shop 


seemed 
to be doing 
quite 
a 


business. 


A police squad noticed seven 


men drift into the establishment. 
They thought it odd that no one 
was getting a haircut. 


The squad cf fcur policemen 


separated—two wen; to the back 
basement deer while the remainder 
stationed themselves at the shop 
entrance. 


A policeman smashed open the 


back door and 27 men in the base- 
ment fled upstairs ta the front door. 
Only one escaped the Device "ran— 
he opened a washroom v.-r.ciDv.- and 
plunged to freedom, head first. 


Police said they found a well- 


equipped garnir.E: room, complete 
with a professional dice table and 
15 pairs of dice. 


Guzaido. 09. identified by police 


as proprietor of the barber shop. 
was 
charged 
with 
perrr.i:t;r:r 


gambling. Two others were booked 
as a keeper and doorman. Twenty 
three others were charged with 
being patrons. All are to appear 
in Racket Court. 


two railroad workers who leaped 
from the wrecked train and ran 
down the track to set a signal 
against another oncoming express. 
The second speeding train pulled 
up 200 yards short of the wreck- 
age. 


Firemen 
worked through the 


night removing the dead and in- 
jured. One doctor wriggled deep 
into the wreckage and amputated 
the leg of a trapped woman so she 
could be taken out. 


Obituaries 


JAMES GRANT 


POLO—(Speciali—James Grant, 


"S, died Sunday after a long illness 
in Marco Polo Hotel, where he 
lived. 


He was bom in Minonk April 21, 


1S76. the son of Walter and Mary 
Cronin Grant. He marijed Marga- 
ret Corrigan. who died in 1S46. 


Survivors are two sons. Maurice, 


Cornell. HI., and Walter. Little 
Rock, Ark.; three daughters, Mrs. 
Alicia Cody. Chicago; Mrs. Mar- 
guerite Smith, Salem, Ore., and 
Mrs. 
Lucille Snyder, 
Danville. 


Calif.; 
four 
brothers, Michael, 


Polo; Rob3rt. Mason City, la.; 
Charles, Wells. Minn., and John. 
Chicago, and a sister. Mrs. Mar- 
garet Vollmer. Berwyn. Two broth- 
ers and a sister preceded him in 
death. 


The Rosary will be recited Tues- 


day at 
C- p.m. in Melvin Funeral 


Home. 
Funeral services will be 


Wednesday at 9:30 a in. in St. Ma- 
ry's Catholic Church with the Rev. 
James Burke officiating. 
Burial 


will be in Wenona. 


CHARLES "HARRY" KEYES 
AMBOY — -Special) — Charles 


Harrison "Harry"' Keyes. 72. died 
Sunday in Amboy Public Hospital. 
where he had been a patient for 
three weeks. 


Ke was bom in Amboy Sent. 23. 


1«S2. the son of Mr. and Mrs. Al- 
bert Keyes Sr. 


Survivors are his bi other. Albert 


S€yes Jr.. Ar.'.boy. and two sisters, 
Mrs. Charles McGovem. Daven- 
T>ort. la., ar.d Mrs. Harry Gas- 
ccigre. Arnboy. K:s parents and a. 
brother creceded him in death. 


DAILY STOCKS and MARKET REPORT 


MARKETS 
Markets at a Glance 


t f> - * 
*• » 
\ r* 
. " * 
" 
•"•> 


" XEW YORK: 
Stacks: K:e.~.er. airor?::s s'rorr 
Bone's: Mixed, charges narrow. 
Cotton: Q-ji"' 


CHICAGO: 
^Vheat: F"irni exo^rts pVi——^c- 


G€~-'?. „*?" ents. 


Ccm: S'e^cv. tr.ace r^crest sr.r*.v 


'^•"-'": F.rm. 
short coverir.s ir. 


H<v*<:: ?:ea'Iv to 25 cer.is h;£"r.er. 
C?."'c- S'.e<?:S steady to s:r~r.£- 
tap SC3 CC 


j 15 25: £0^ ard rh'xre vealers at 
j2iro-2?f.o : .-;-.: fj ccrr.-erria: srr 
i ur.pver.lv 5.r'^-23.'"i: 
a few good 


i vearlinc feec.r.g s'eers 2!"*.^j-2"l.5i"!. 


Salable sheep 3.5"0: 
a c t i v e : 


' =l?u?hter Iambs 50 his-her thap 
] J-'.e lay; week v,-;"r P fe-.y loads o" 
!>~.bs still t^ se'!. slaughter sheep 
I fully steady, erxxi to tjr.nie -ivoole-i 
i !a*rb? 10.-> tb down 2'"'."'ri-22.r"l': if 
j ar'urd fr-jr >"-':= i::-"6 lh >~h'-ce 
|ar.-1 pr:p:e 21 
r-<D: c-.:ll t" low soo-'l 


_ :arr.bs :i.C"•-!?.T1: lea.-! li*s choice 


' 21 "'": r^".. "o cT^"'^ s'^.ns'hter e^-e? 
, 5 '"^-~-"'" 


i--~' \-?.'.e1 53>."r".e livest^-k re- 


?--) Livestock 


" ' ~>" t""e Ac?cc:£"ed Pi's??1 
?->>.b:e he"-.- :;c-;'. m^'er.-; -•>'-.• 


a^i ve a n d 
uneven: 
general". v 
s-'e'dv to ?.~i higher on b^tch^rj-: 
v* "h most advar.ee or. \ve:gr/s cv^r 
2"""! Ib; 
s~"v= sr'.rce. around 25 
' 
(hoxe irii'-22-i '.b b;:"- 
50; larselv 38 On ar.'I 
ab'A'e or. choice Xo 1 and 2 £- . 
around one deck choice Xo I'? "'•"< 
Ib at 13.60: most 230-230 Ib 1675- 
17 75- a derk of choice Xo 1 aid 2 
230 Ib at i? on: bulk 260-300 Ib a' 
16.00-16.75: 300-330 lh 15.75 to i«.oo 
one lot around 400 Ib and lighter 
15.00-15.50: wi'h larger lots 425- 


6CO Ib 13.50-35.00. 


Salable rattle 18,000: calves 300 
slaughter steers slow, but general- 
ly steady to strong-, heifers uneven 
steady to fully 50 higher, mainly 
stoady. cows strongs to 25 higher 
other classes steady to strong, on 
high chocie to prime ^steers 29.00- 
35.00; a few prime lohds up to a 
35.50 and above; bulk choice steers 
26.00-28.50: high commercial to 
Jaw pood heifers 15.00-19.00; utility 
and commercial cows 9.75-13 00: oh 
canntrs and cutters 8.25-10.00; util- 
try au4 commercial bulla 13.00- 


*'s Grain Range 


CHICAGO. Jar. 24- 
?: ev. 
Hieh Low C.^se C:cse 
^VKEAT - 


J-..lv 
1 I3"t 2.12:- 2.1.""-! 2.12"-, 
S^^. 
^ i ^ - 
'1"'!^ 
^1=;- o i ' - 
"-"• 
^ -O 2 — **J 
^ . . i O i ^ ^ 1 * ^ 


i U S. iaree whites 34.5: mixed at 
,3-55: mediums- 33.5: standards at 
. 32.5: current receipts 32; dirties at 
30 5: checks 30.5. 


Live nou'trv steadv ;o firm: re- 


re:r>:s in coops 1.207: iFridav 114 
ccors 63.215 Ib > : f.o.b. cavine on 
pri.-e? to : > to 2 higher: reavv hen 
1 a 5-22: :ieht hens 13.5-145: fryers 
.ir.'l broilers 25-30: oM roosters 12- 
12.5: 
r?.t>cr.ettes 27-29. 


?ot».toe_s. arrivals? old st"<~k 319: 
•"ev stork :0: tota". U.? sh:nrr>.ent 
Fndav 735: Sa'ur^av .-.?'. Sur.dav 
"7: old str-ck sui)i>'.ies ".:eht demand 
?".rv. ?.r.'l market care'.v fteadv. 
rew stoi-x 5UDP'.:e.e lisht. and no 
"TSck trading. Carlot track sale?. 
"•'.I sto~"-- 
- Icahn russe's S4 35-4 75 


T'1!ih'> utilities S3 '"•S: Oregon ~IF- 
cc's ?4 65: Mmres^a - Xcrth Da- 
k'-tae r-cr.tiacs washed x~d waxed 
S3.65-2.75: ur.washed $2.10. 


X Y Cent 
3--"* 3':-' 


Per.n R R ...!..!..!!".! .24 =i 237I 
Radio Corp 
ss-'H s?:i 


^inc.air .................52*4 
-~>2'^ 


Poconv Vac 
51 "4. 51*. 
Std N J 
1C9', ir^7* 
S-v::t 
47: 
2 4?:, 


U"^;-c^ f'r'^it 
S0"^ 5°"- 


U ? ?teei 
"...72"-- 71s* 
West Union 
7,% 7S"; 


Bid Asked 


\V R O 
5-: 
5-~ 
C E T 
&', 
r-7I 


La Sa"e X 
-:i 
«:, 


X A L;:e . "!"."".""." 1S:^ :Vi, 


XYC Bonds Bid , 


1 
Fur.era.: services will be held 


Tuesday at 2 p.m. in Mihrn Fun- 
eral Horr.e with the Rev. Russell 
Kate, of Am bey Congregational 
Cr.urch. officiating. Burial will be 
in Bingharr.ton Cemetery. 


Friends may call in the funeral 


hone. 
Dedicate Hospital 


VAXDALJA. Til. '.? — Tr.e new 


V? —illion dollar Fayette Coun'.y 


I Hospital was dedicated in cere- 


l monies Sur.day. 
' 
Hundreds of visitors toured the 


three-story bncX str-jcture which 
has facilities for 103 patients. 


Defense of 


(Continued from Page 1) 


mo*a, that the President would ask 
Congress for approval to use the 
fleet in the T&chens. 


Pride called it "a very grave 


move" but said the fleet was at 
the ready and could cope with any 
eventuality. 


Pride's force includes four larger 


carriers—the Essex, Yorktown, 
Kearsage and Wasp—together with 
supporting cruisers and destroy- 
ers. 


The four carriers are 27,000-ton 


sister ships of what the Navy calls 
the Essex class. Each can carry 
about 100 planes. 


Pride's flag is above the heavy 


cruiser Helena, a 13.600-ton ship 
packing 9-inch guns. 


A Taipeh dispatch reported seme 


civilians are already being moved 
from the Tichens to Formosa. It 
said about 315 children were in the 
first movement and were due to 
arrive at Formosa Tuesday. There 
was no word whether the U. S. 
Navy had any part in this move- 
ment. 


Reasons Valid 


Eisenhower noted that the 7th 


Fleet was directed in 1950, when 
the Korean fighting broke out, to 
defend Formosa against any Com- 
munist attack. 


He said the reasons for that 


move are still valid, and told the 
Congress: 


"What we are now seeking is 


primarily to clarify present policy 
and to unite in its application. We 
are not establishing a new policy. 
Consequently, 
my 
recommenda- 


tions do not Call for an increase 
in the armed forces of the United 
States or any acceleration in mili- 
tary procurement or levels of de- 
fense production. 
If any unfore- 


seen emergency arises requiring 
any change. I will communicate 
with the Congress. I hope, how- 
ever, that the effect of an appro- 
priate congressional resolution will 
be to calm the situation rather 
than to create further conflict." 


As soon as the President's mes- 


sage was read to the separate 
branches of Congress, the Demo- 
cratic chairman of the two com- 
mittees responsible for foreign re- 
lations introduced identical resolu- 
tions in line with Eisenhower's re- 
quest. They provided: 


"That uie president of the United 


States be and he hereby is author- 
ized to employe the armed forces 
of the United States as he deems 
necessary for the specific purpose 
of securing and protecting Formo- 
sa and the Pescadores against 
armed attack, this authority to in- 
clude the securing and protection 
of such related positions and terri- 
tories of that area now in friendly 
hands and the taking of such other 
measures as he judges to be re- 
quired or appropriate in assuring 
the defense of Formosa and the 
Pescadores." 


Seek Quick Action 


Both aimed for quick committee 


action, and called afternoon ses- 
sions of their groups to consider 
the resolution. 


Anticipating committee approv- 


al. House leaders were laying 
plans to have the resolution con- 
sidered in that branch Tuesdav. 
Dixon Man Faces 
Third Charge of 
Drunken Driving 


County Judge Grover Gehant to- 


day continued the driving while 
intoxicated arraignment of a Dixon 
man until Jan. 31. 


Robert Seybert. 625 First St.. 


was arrested by Sgt. Burt Loren- 
zen ar.d Officer Bob McCoy about 
4 p.m. Saturday on Herjsepin Ave- 
nue. 


The officers reported that Sey- 


bert was trying to drive out of a 
parking stall between R:ver ar.d 
First Streets and ran against an 
abutment on the sidewalk. 


Seybert faces a mandatory jail 


ser.ter.ce if he pleads gu.lty or is 
convicted. He has twice pleaded 
guilty to the same offense. 


He was fined 5100 and had his 


driver's license suspended for one 
year in 1949 and was sentenced to 
90 days in the Vandalia state 
prison farm and had his driver's 
license suspended for one year in 
1951. 


Find Ruins of 
'Oldest' City 
Archeologists Unearth 
Find in Northeast Iraq 


CHICAGO <3» —Archeologists and 


other scientists, searchiiig £or the 
dawn of civilization, believe they 
have found the site of the oldest 
perhistoric village yet discovered— 
one dating back before 5,000 B. C. 


The University of Chicago said 


the site was uncovered at M'Le- 
faat, 25 miles est of Mosul in north- 
eastern Iraq near the Iranian bor- 
der. 


It was found by an expedition of 


scientists' from several American 
universities, led by Dr. Robert J. 
Braidwood, professor of old world 
archeaology at the University of 
Chicago's Oriental Institute. 


Test diggings indicate the set'le- 


ment consisted of pit houses -pits 
with floors and hearths, but with- 
out walls. Archeologists believe the 
pits possibly were covered with 
tents, or even sod. 


The inhabitants apparently had 


not reached the'pottery age. Hov/- 
ever, they h^d good flint tools, 
Judge Delays 
Ruling Over 
Driving Case 


County Judge Grover Gehant to- 


day continued his ruling on a mo- 
tion to quash a driving-while-intox- 
icated information filed against 
Hershe! Wheeler, 52, Sterling. 


Robert Bessie. Sterling, filed the 


motion on behalf of Wheeler and 
based his argument on the form of 
the information and questioned the 
apparent limitless time element 
between offenses as covered under 
the Habitual Criminal Code. 


State's Atty. James E. Bales 


said that only an allegation is 
necessary in referring to a previ- 
ous offense. His argument was that 
its only purpose was to serve as 
a guide for the judge in fixing the 
punishment. 


Both men cited cases of record 


to substantiate their arguments. 
Judge Gehant continued th« hear- 
ing until he had a chance to study 
the cited cases. 


Wheeler is charged with driving 


while intoxicated Dec. 26. Because 
he has been previously convicted 
for the same offense, he faces a 
mandatory jail sentence if he 
pleads guilty or is convicted. 


heavy ground mortars, pestles, 
bir.g stones and axes. 


No sickles were found. This indi. 


cates the inhabitants han not yet 
begun to cultivate grain. Some 
fragmentary 
clay figures were 


found. 


The expedition earlier uncovered 


the Village of Jarmo in Iraq. Un- 
til the new discovery, Jarmo had 
been considered the oldest settled 
village unearth by archeologists. 
Its date had been placed at about 
s,000 B. C. 


The new settlement is consider- 


ably smaller and more primitive 
than Jarmo. 


The expedition expects to pin- 


point the age of the new find. 
Legislature 
Resumes Work 
On Tuesday 
»•' 


SPRINGFIELD. 111. •*»—After a 


two week recess. Illinois legisla- 
tors return to work Tuesday ready 
to complete action on the first bills 
of the new session. 


One of the measures awaiting 


final pas«^ge in the House appro- 
priates $4,428.864 to pay state aid 
to schools in full during the first 
six months of the year. Another 
bill provides 51.800.000 to meet a 
shortage in school transportation 
funds. 


Also set for final approval is a 


bill appropriating 12! 
2 million to 


carry the poor relief program 
through June 30 and one authoriz- 
ing Chicago to vote on a 50 billion 
dollar school bond issue- 


Organization of the House haj 


been completed with appointment 
of committee chairmen and mem- 
bers, and the Senate is expected to 
have its assignments this week. 


Two Divorces 
Granted Here 


Circuit Judge Robert Bracken 


Saturday awarded divorces to a 
Dixon wife and husband. 


Paul James Ott:nger was grant- 


ed a decree or. grounds of deser- 
tion from Sharon Louise Ottinger. 
The ccuple was married Dec. 2. 
1951. in Dixon and separated April 
2, 1953. 


Dorothy Koech;g was granted a 


decree from Louis Koech:g on 
grounds of extreme and repeated 
cruelty. The couple was married 
Sept. 22. 1954. in Franklin Grove 
and separated Dec. 9, 1954. She 
was also permitted to resume her 
maiden, -air.e of Thomas. 


Harmon, Dixon 
Residents Hurt 
In Auto Mishap 


A Harmon man and a Dixon 


woman escaped serious injurv late 
Friday night when the car in which 
Ithey were riding skidded on a 
1 slippery gravel road south of Dix- 
on. missed a bridge, and plunged 
into an ice-covered creek. 


Leo Foley. Jr.. 32. Rt. 2. Har- 


mon, reportedly owned the car but 
Agnes Plucinski. 38. 514 W. First 
St.. Dixon, reported!j- was driving 
at the time of the mishap. 


The Plucinski woman was treat- 


ed and released at DLxon KSB hos- 
pital for a bump on the head and 
leg injuries. 


Sheriff John Stouffer said the 


mishap occurred at the Three-Mil* 
Branch bridge on the north-south 
grave! road between South Dixon 
and Nelson townships. 


Stouffer said the car went into 


the creek on the east side of tha 
bridge and was found standing on 
end with the rear bumper leaning 
against the bed of the bridge. 


Staffer 
=a;d there was "con- 


siderable" damage to the car. 


Lodges 


! 
NACHTSA CHAPTER 


j 
There will be a special cor.voca- 


I t:on of Nachusa Ciapter No. 56. 


j RAM. at 
7:3-3 o'c'.ock 
tonight. 


Monday, in the Drcon Masonic 
Temple. There w-.'.I be work in the 
niarkmaster decree. 


STOCKS 


The following iisfed on the New 
York Sotok F.xchan?e. This serv- 
ice j« provided bv the firm of 
Fahnestock & Co., City Xat'l Bank 
Bids., Dixon. III. 


Frpv. 


4th I?oTir. 
Dow-Tonfi Av. Closp 


Ina'istnals 
3?."S 63 rff 27 3?5 50 


Rails 
141 23 'jr 32 14'l.Pl 


t"t:l:tie? 
62 ?5 <-'tf'"1 62 **i 


Volume 
< 4 hrsi 2 O'j.CCO 2.650 000 


- 
> 
- : 


~~ 
• 


76 


At 1 Prev. 
p.m. 
C'l. , 


125% 224 
, 


7 "- 
1 


'Mar 
77U 
7fi 


' M?-v 
76 
75 


I.Tuiv 
711 i 
71"-a 
71", 
71 
Sen 
71 \ 71', 
7:-sg 
71% 


SOYBEAN?- 


Mar 
2.77 274\ 2.77 273!. 


May 
2.74U 2.72'2 274--J 771% 
July 
2.721, 2.70\ 2.72't 269'« 


Sep 
2 56U 2.54*i 2.55'-> 2.54 


Nov 
2.47-"4 2.461* 2.47^ 2.45U 


Chicago Produce 
(By the Associated Press) 
Bitter steadier, receipts 1,157.04?, 


wholesale buying prices unchanged 
to '1 highpr: 93 score AA 57- 02 
A 57: 90 R 56.75; 89 C 58; cars 90 
B 56.75; fW C 56 5. 
Eggs firm, receipts 16.705; on 


wholesale buying piice* unchanged 


ATr.-.son 
Ailis Cha'.rr.ers 


I Amn 
Motors 


i Amn Radiator .... 
I A m n T & T 
Anaconda Copper 
jBeth Steel 
i Boe-.nsr Aircraft .. 
| Borden 
Borg; Warner 
J I Case 
Chrysler 
Comw Edison 
467-i 471; 


Deere & Co 
33-la 33^4 
Du Pont 
160 
159% 


Oen Elec 
49 
48"^ 


Gen Foods 
76'i 75^ 


Gen Motors 
97"; 97U 


Griod^'ear 
52' . 53 


Til Ct>nt 
60U 


Tnt Harv 
r,67 
s 
Kenn Copper 
103-1, 102 


Lion Oil 
46-V 


Mont Ward 
81% 


22% 
23'v, • 


174% 175 
i 


4^<\ 4P\ ' 


108 -4 107% j 


7R 
75% . 


65 :i es'i 
37% 
37 \ 
:7% 1~\ 
67\ 68 


59'; 
3 ' 


46U 


Chicago Cash Grain 


'Bv the Assor-.ated PresjO 


\Vb<\".t: Xone. Cor*;- Xo 2 ve'low 


:5?.-5V-4: No 3 i -7V54-V- Xo : 
1 42-53%: Xo R 1 '•: Sample srradf 
1 4P-%-52"i: Oats- Xo 1 heavv white 
S7-S7U. Xo j v.-hi'e S5-.«S"-: Xo 2 
7!>: Xo 2 extra heavv white S?1^: 
Xo 3 S3' Xo 3 medium heavv whit 
82: Xo 4 77;- : Xo i mixed io1 
4-^<5 


Soybean oil- 12%-%; 
Sovbean 


• 6fi 00-66 5" 
.Barlev nominal: malting choice 


l.*o-54; feed 1.00-20. 


Thieves Costly 


HEIDELBERG, Germany (JPl — 


Thieves robbed the U. S. Army and 
its personnel in Europe of $1.900.- 
(IJ4 wi.rth of proper!v last year, 
but the MP.> recovered 63 per rent 
of it. an ofncial report disclosed 
today. 


NOJO! e<v»5est'On outx ot*<J wits heod cokH r~ay ccutt »y~c'o^» 
S I N U S 


cf 


ASTHMA — MAYFtVH 


*M*ZINS H£W PRODUCT g:v«i o!nv»» mitont re!.»* ffO"n rxwol 


i end »vr-c?omi of SINUS which n-cv inc'ud*. tevf 
eund n; heo<3och« in for*h»od. f«i-.p'«. top of hecxJ. 
of h»od och'og el-*«k bonet. «ye» ic.-e o-vd f**l l-kt 
l .--i thtr-,_ io-e->m cSo«-> b^tk of r<ck. <S->p ond 
se of not* c-xJ throof. Ciir>mm. tar oo.t«. can't 


««« «*ll of fc'-.«. con'i tk.nk jfro.jht. fee'i like tight borxj 
c-our,d h«ed. ccn't i-rt'I or toite. and cough. ny Th't No- 
t ora'-y *cN«'* s*d p'OdycT Ko» C'ven c^-ck cr^j cmczing 
re'^f to ?^o«so-^« f^refof* no ^ctrfr how !o«0 you have 
c. ho— n-uch vcj hov* »o«nt or what pfod-tti you hav« 


fo>- 7 DAY Ftli TSSAL .-o coif or cbi'got'On except to 


fe'ura oi^d [X3y t«w centi poitoQ* if not tfe'igVed w,-h resu'tj o» 
thu '» '•ot a sai-'ple. 


t- f-i w-i 


HO PILLS 
NO MCDICINE TO SWALIOW INTO STOMACH 


READ WHAT SATIS'ltD USfKS OF STNOL SAT 


I om very p'Oud to »0y tho' your Sy«el 
ho» don« «rorxj«ri for me I no longer 
hove roiot co«ge»tion orxj my Terriftte 
HeotiocHei hove been com0lef*!y relieved 


Signed: Mn. Wm. I. B«>*r. N. 0<k*t« 


After utinQ Syrto' o thorf time, m lett 
ffton five don my Hrodochet completely 
diiappeored and the toreneu in my head, 
foce. n«ck orxj »hould«r» hoi comnierely 
cleared up I con breathe freely ond I no 
longer have any congestion in my heod 


lifMt: Arthor K«ll, N*w T*rh, N. Y 


't ho» <3C"« O 'Of fO' r*t in O v«ry «hO'f 
time. c'eof«d uo my head, relieved lyrn- 
c'5r"» of «mu» heodothe on^ oil «O'«- 
n?si goie 


Signtd: Raymond M. S«rg. IndiciM 


t thQlk vou very rnuCh for the se^en dOy 
free tnoi you »ent me, your treatment n 
vc«<">r*:*t, no more sore.-vssi m my head 
or«J foce and the tympfomj of my jmui 
headache* hove completely gone 


Sif ned: M«. Helm*r Cun4*n«n, Minn. 


STNOL gives such grolitying results it con be stnt on FREE TRIAL it will cost you 
nc.!ri,r.g io try it. You moy bless the day you wrote for it 01 thousands ot otheri 


hove 
Wr.te today. NATIONAL LABORATORIES, DlfT. I 
, SALT. CALIFORNIA 


"Now 1 Pay All My Bills 


With 


Register Checks!" 


"I used to chose all over town the 
first of the month trying to get rny 
bills podd. But since I discovered 
Dixon Nationcd Bank's Register 
Check, I'm saving time 
and 


trouble. 


"I just "buy' a check for the amount 
I need. It only costs lOc. Then I 
make it out to the person I want 
to pay . . . sign it ... and mail it." 


con en/oy this convenient 


service, foo. Stop in soon and 
give It a try. 


101 First St. 
DIXOM. ILUNQIS 
Phone 2-1381 


"Th« Friendly Bank With the Chime* Clock" 


Member Federal Depos/f Insurance Corp. 


Chiang Heads for Ripe 
Old Age If U. S. Balks 
He's Armed With Paper 
Sword in China Battle 


By JAMES MABLOW 


Associated Press News Analyst 
WASHINGTON t*V—Chiang ~Kai- 


sbek seems headed for a ripe old 
age with a paper sword unless 
the United States gets into a ftgri 
with Red China. 


Chiang, although he had Amer- 


ican aid which many Republicans 
later said wasn't enough, had his 
ears beaten off by the Chinese 
Communists in 1949. He fled to 
Formosa with the Nationalist Chi- 
nese who stuck by him. 


President Truman took a dim 


Jiew of mm and said the United 
States would not defend Formosa 
from Red attack. Truman changed 
nis view later m 1950 when the 
Red Chinese got into the Korean 
War. 


Fleet Protection 


He ordered the 7th Fleet to pro- 


tect Formosa from Red attack and 
to keep Chiang from hitting the 
mainland. Trurnan didn't want the 
war to spread. Subsequently, For- 
mosa was considered essential to 
American defense. 


This country armed the Nation- 


alists with field equipment, ships 
and planes, some of them jets. As 
one of his first acts. President 
Eisenhower said he was ordering 
the 7th Fleet to let Chiang hit the 
mainland. 


Chiang did very little hitting He 


didn't have the strength then, and 
doesn't now, to invade the main- 
land without American support, at 


Paris Rivers 
Near Highest 
Flood Point 


PARIS (*—The normally slug- 


gish rivers of the Pans basin lev- 
eled out today near their highest 
point in 31 years, flooding thou- 
sands of acres of lowland farms 
and industrial suburbs. 


While Pans was the biggest city 


hit by the Seine, the Moselle m 
northwest France spilled over its 
banks near Metz and partly flood- 
ed areas near Toulouse, one of 
France's leading industrial centers. 


The mud-yellow Seme, which 


flows in a crooked "S" through 
Pans, was expected to crest some- 
time today just short of the 24-foot 
level reached 31 >ears ago ui a far 
more senous flood. 


Despite six days of rising waters 


in the capital area, police have 
not reported any flood deaths Eva- 
cuations, which number in the 
thousands, have been slow and 
orderly. 


The center of Pans was in little 


danger, but some of its suburbs 
were under nearly two feet of wa- 
ter. An estimated 5^ "00 workers 
were kept a%vay from their jobs by 
flooded 
factories 
or 
inundated 


roads. 


The basement of the famed ca- 


thedral of Notre Daine. located on 
an island in the Seine was flooded 
but the old church was safe. 


least in the form of transportation, 
supplies and air ccver. 


He has perhaps 550,000 men. The 


Red Chinese reportedly have more 
than 2Vs million. The Communists 
have equipment they've turned out 
themselves, plus modern equip- 
ment from Russia. 


Xeeds Help 


Without the 7th Fleet and the 


American equipment given him, 
Chiang would hardly be in a posi- 
tion even to defend Formosa, much 
less invade the mainland. 


Yet th» hopes of Chiang, his Na- 


tionalists and tho^e mainland Chi- 
nese who hate the Reds have been 
buil*. around the chance that some- 
day he would return to China. 


But the United States wants 


peace in Asia. Right now there is 
shooting. Chiang is -defending his 
outlying islands from Red attack. 
If it gets worse, the United States 
may wind up in war with Red 
China. 


But if the present trouble quiets 


down, this is the prospect i 


The Senate is expected to ap- 


prove a mutual assistance pact 
with Chiang. That would put this 
country into war with the Red Chi- 
nese if they attacked Fr-rmosa and 
some other islands 


Agrees Not To Attack 


But Chiang has agreed not to 


attack the mainland without pre- 
vious consultation with the United 
States. If the United S:ates ap- 
proved, it would be committed to 
back him up. That could lead to 
war with China. 


Since it xvants peace, this coun- 


try is unlikely in the foreseeable 
future — unless the Reds attack — 
to okay an attack by Chiang That 
means he'll have to stay bottled 
up in Formosa, getting older — 
he is 66 now — as he reviews his 
troops, who are also getting old. 


Since the Reds are pledged to 


capture Formosa, the treaty means 
the United States is pledging itself 
to protect Formosa for as long as 
anyone can see into the future. 


BEIER'S 


BREAD 


'BAKED 
FINE SINCE '69r 


NOTES for BUSINESSMEN: 


How to Profit from 
JOB PRINTING 


EFFICIENCY FORMS 


Every business has set ap 
for itself many types of 
forms which help maKe for 
a greater efficiency and a 
larger savings. Are yon ac- 
nnainted «dth afl of these? 
Onr men are equipped to 
give yon the latest nova- 
tions. Ca3 us today* 


B.F. SHAW 
Printing Co. 


Phone 3-1811 — 8-1821 


"Like adding an hour 


to my day" 


Back in the "good old days" even inviting 
people to a party used to take hours, even 
days. Today, this is done in minutes... by 
telephone. 


Using the telephone for social reasons, 


business, shopping, gives you more time to 
do things. 


Truly the telephone is a necessary part of 


cur busy American life. 


MXMM 
122 PEORIA AVE. 
^^L^y 
DIXON. ILLINOIS, 


"tUXCN MU MORE WWMiS PtR (APttATHAK fW CITYm AMERICA. * 


REEXST/VTED — Mrs. Annie Lee 
Moss poses in Washington after 
Secretary of Defense Cnarles Wil- 
son ordered her restored to duty. 
The 49-year-old 
Negro woman, 


whose case figured in the army- 
McCarthy controversy, was twice 
suspended by the army as a pos- 
sible security risk 
V.'ilson said 


she would be reassigned to a non- 
sensauve position "without access 
to classified ir.forma'.ioa," 
(AP 


wirephoto.) 


—The Dixon Evening Telegrapn, 
which has the distinction of serving 
a large area in northern Illinois, 
can well boast of the pulling power 
of the advertisements earned by 
Dixon merchants ei ery day in the 
week. Dixon merchants are more 
than advertising minded. Their 
efforts m this line have lured many 
from considerable 
distance. Our 


stores carry up-to-date merchan- 
dise, our fine grocery stores, of 
which there are many, are of the 
very best. Our merchants have 
proved themselves trustworthy and 
reliable and The Dixon Evening 
Telegraph, after 102 years, feels 
pnde and satisfaction that its sub- 
scription list has continued to year- 
ly grow way back from 1S50. 
tf. 


Truman and 
\ 


Douglas Meet 
For a Hike 


KANSAS C3TY W—Two great 


hikers got together Sunday and 
one made the other take a walk. 


One was former Presumes! Harry 


S Truman, whose early morning 
strolls long have been pan of his 
routine. The other was Supreme 
Court Justice William O. Douglas. 
Douglas walked 189 miles last 
March along the old C&O Canal 
and the Potomac River from Cum- 
berland, Md ? to Washington. 


Both attended a luncheon at a 


downtown hotel Sunday and Doug- 
las' hike figured ia the conversa- 
tion. Afterward Douglas and Tru- 
man got ready to leave the hotel 
in Truman's car. 


But Truman declined to bring 


the car around to the hotel en- 
trance from its parking place. He 
said he figured a hiker Uke Doug- 
las could walk to it. And they did. 
Aurora Mayor 
Sues for Gas 
Rate Refund 


CHICAGO '5*—Mayor Pan! Egan 


of Aurora has filed a su-t seekir.g 
"immediate" refund of $30S 000 *o 
customers of the Northern Illinois 
Gas Co. 


Attorney Harry R. Booth f:!ed 


the suit Saturday in Cook County 
Circu.t Court in bena.f of the 
mayor whom he described as "a 
customer nimse.f " 


A Dece-rber ruling by the Fed- 


era! Power Comm ssion ordered ' 
the refund to the more than 400,- 
000 customers of the company in 
northern Illiro:s The f e d e r a l 
agency ordered the refund when it 
ruled the rates or a pipeline com- 
pany supplying Northern Ei^iois 
Gas Co were excessive. 


Booth said the company has 


agreed to refund the money but 
requested a year to complete the 
job. Booth said Egan's suit, seeks 
an "immediate" refund. 


BEST PAW FORWARD—It's difficult keeping a good dog down. 
Bora wsth only three legs, "Hoppy," a four-month-old part beagle, 
part terrier, manages to stand up tar something to eat held by her 


master. Kenneth Webb, Jr.. of Montoursville, Pa. 


JEWELLED CROWN" 


The imperial Bntisn state crown, 


which was made for Queen. Victoria, 
in 1838. contains a total of 3.092 
diamonds pearls, emeralds, rubies 
and sapphires. 


SAVE EXPENSIVE RE-PLASTERING 


USE PRACTICAL PLASTRA-TONE 


How rr.any tir-.es have you 
fac.rg ar.d re-co!cr:rg your c^:!- 


said, "Wish we co^IJ do some- 
ings ar.d ualls. It seals c-ac-s, 


thi^g about that bad wa.l in "h.ees brea'-.s ar.J blemishes a'd 
the bedroom/' Yea krov &i 
co.T.tf.etsly camo-^ag^s --s z'"t'y 
seair.s or patched s-rfaces. 
P.astra-Tor.e corses IP s <-te-n 
colors and is •• »ry tvr.::y. Its 


orairiary pair.tirg- ,ob isi't the 
answer, but you hes.tate to spe"d 
the money on a complete re-.v 
re-plasterirg ,c.3. "ic.ir answer 
of course is P'astra-To-e, the 
new plaster-ard-pa:-.t co^blra- 
tion which you can roll or br-sh 
on as eas.!y as pair.urg-. 


f-Tf tZ??c?Si 


•Aas'^ab-e aid -\tre.T.c.y c^rao.c, 
too. Ask \ovr c-.a'cr for .t. 


, 
' 
'.- ^•.~-~'"~ 
s.''*"'. 


\:, 


ED THOMPSON 


DECORATING CENTER 
Plastra-Tone is reacy-rr'Ted, 


needs no stirring- or in.v.-.g and 
does a wonderful job of re-rar- 
308 First St. 
Phone 2-9441 


Seek Woman 
For Morris' 
Bank Fraud 


MORRIS. HI. 'J»— G-undy Coun- 


ty authorities have issued a war- 
rant charging a "nicely dressed" 
woman with defrauding the First 
Na:.ona! Bank of Moms of $1.500. 


Suite's Atty. August B. Black 


said Saturday the woir.an gave her 
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name as Betty O'Bant 
"about 50, plump and nie«ly 
dressed " 


On Jan. 14, he said, she opened 


an account by presenting a. $3,500 
check, later found to be fraudu- 
lant 
She withdrew $1,500 upon 


opening the account. 


Black said she gave a postal box 


' number as her address. 


JANUARY 
WHITE SALE! 


Wocderful way to enjoy the rest of your life... 


wonderful way to save money I Famous Koolfcam 


Air-Conditioned pillows now at low, low prices. 


Here's the amazing open-pore surface that assures 


more air-flow, more comfort, more allergy-tree sleep! 


Made of 100% foam latex, 


with removable zippered, 


Priced from 
Sanforized covers 


5495 


LOOK... 


feow acroil magnified 


pbsKOS show Koolfcara's 


greater porosity for 


healthier air circulation. 


: i 
""' • -'"j 


new zip to Dynaflow* 


— and better gas mileage to boot! 


.this is something you really ought to try. 


Even though you may be familiar with 
earlier versions of Dynaflow Drive—either 
from personal experience or from hearsay 
—you owe it to yourself to press the pedal 
of a 1955 Buick with Variable Pitch 
Dynaflow. 
Just as simple as ever to operate—easier, 
in fact, with the new positioning of the 
lever. 
Just as smooth as ever, with nary a lag, 
halt or hesitation throughout the speed 
range. 


But brother!—hang on to your hat when 
you call for action! 


Because that's what you get, instantly. 


Because twenty power blades inside the 
very heart of this wondrous automatic 
transmission switch their pitch for get- 
away performance — much like the air- 
plane's propeller is angled for take-off. 


It's as simple as that—but far more thrill- 
ing than words can tell. 
And it's a big boon to your gasoline money, 
too. For, just as the plane's propeller 


changes pitch aloft for greater fuel effi- 
ciencv in cruising, so the Dynaflow "pro- 
pellers"' change pitch to deliver a lot more 
miles per gallon in normal drhing and 
cruising. 
Come in and try it -this week. You'll 
find it harnessed to the highest VS horse- 
powers in Buick history — and housed in 
the bold new styling that says Buick and 
nothing but. 


*D)*ir'icu> D~srs K 
test on other Series. 


f on Roa£m<i::er, 
et tx*Ta 


Thrill of the 


>_WHtN BETTER AUTOMOIIUS MX fOnT10!dC<WTRft8lD>1K!]li~- 
**»«...- 


ZEIEN BUICK COMPANY 


108 N. GALENA AVENUE 
DIAL 2-0151 
DiXQN, ILLINOIS 


Associated Press News in Pictures 


L O N G S H O T AT A R C A D I A - This view of 
palms and snow-capped San Gabriel Mountains in background 
was taken at Santa Anita, Ca!.. racetrack, on a recent clear day. 


S T R A W S C U L P T U R E S _ A Paris girl looks at a 
group of straw creations, flower basket, heron and peacock, made 
fay Mme. Arlette Fuget, wife of author Claude-Andre PugeU 


S E E K I N G 
K N O W L E D G E - Maurice Duchesne, 


right, and an aide fit electronic camera on a telescope in France. 
They believe the camera is more powerful than any in existence. 


C I T Y IS 
B O R N IN 
P U E R T O R I C O — This is the community of Puerto Xuevo, begun less than six years a 


and now housing more than 40,000 people in 11,545 private homes in Puerto Rico's campaign to raise living standards. 


E N V O Y C H O I C E 
— Henry A. Byrpade. above, 
of Indiana, an Assistant Secre- 
tary of State, has been nomi- 
nated by President Eisenhower 
to be Ambassador to Egypt. 


r~ 


L I V I N G D A N G E R O U S L Y — Peter, a lovebir* risks all with a playful nip at ear 
Of Isabella, Siamese kitten. They're pets of Stockholm, Sweden, family along with guinea pig- 


A E R I A L L I N K IN S W I S S A L P S — \e«- cable car undergoes tests on line link- 
ing Corviglia and Piz Nair, near St. Moritz. The car carries 10 passengers on 10-minute trip. 


G E M S - G A L O R E — 
Actress Florence Henderson, 
chosen Queen for the nail of 
Diamond Manufacturers and 
Importers of America, wears 
$1,000,000 worth of 


AT 
S O U T H S E A S S A N C T U A R Y _ A black. 


browed albatross and its chick find sanctuary on uninhabited 
Macquarie Island, 1,400 miles southeast of Melbourne. Australia. 


C H A N G E - O V E R S — A Parisian beautician offers the 
"Barbare"' hair style to make the face seem smaller, and "Demon" 
tnakeup with uptilted eyebrows, false lashes and rounded lips. 


B I R T H D A Y 
in Rome as 
Cavour 


] U M P _ Rig DC Sona?. a Belgian knoun 


? as "Mr. OK.' repeats his annual New Year's dive from 
Bridge into Tiber River wearing tophat on 56th birthday. 


8 R O A D W A Y - Mom and pop chinchill 
^& 
twin 


F I R E M E N O N 
P A R A D E — Tokyo firpirien i n tradi- 


tional costume«, balance bamboo ladders for acrobatic mates dur- 
ing their annual pageant on the Boulevard at the Imperial P»l»«. 
A D V E R T I S I N G IN T O K Y O - This strange parade in Japan's rapita, advertises an 


ancient sport. "Yabu^mel tiiiootit* from . running horse> to bc held in a Tokyo SS * 


tn 


Northwestern vs. Gophers for Big 10 Lead 


Wildcats Top 
League After 
Beating Iowa 


Hawkeyes at Ohio 
In Only Other Tilt 
In League Tonight 
CHICAGO CSV-One of the 


tightest Big Ten basketball 
races in two decades resumes 
tonight with Minnesota and 
Northwestern clashing for 
the league lead at Minne- 
apolis. 


Not since 1926 when four teams 


finished in a first-place tie with 8-4 
records has conference competition 
been so keen. 


Northwestern, 
fourth team to 


gain the lead in three weeks, is on 
top with a 3-1 record by virtue of 
its 93-73 victory over Iowa in a 
nationally-televised game Saturday 
followed by Michigan State's 87-75 
upset of Minnesota. 


"Minnesota, Iowa and Illinois are 


tied for second with 3-2 recordes. 


Iowa will try to bounce back 


against Ohio State tonight at 
Columbus in the only other con- 
ference game. The Bucks dropped 
into the cellar Saturday after a 
93-82 drubbing at Purdue. 


Freeman Hart 


Ohio State scoring star Robin 


Freeman was forced to leave the 
game early with a wrenched ankle 
to ruin Buckeye chances for vic- 
torv. Freeman scored 20 points be- 
fore leaving. 


Northwestern 
could 
remain 


ahead of the field by duplicating 
its earlier 74-72 victory over Min- 
nesota. However, Northwestern's 
three victories were at home and 
Minnesota figures to be tougher at 
Minneapolis. 


Speed for Spartans 


Northwestern flashed speed re- 


markable shooting and rebound 
control to run away from Iowa 
while Michigan State relied on 
speed alone to beat the Gophers. 


The Spartan fast break often left 


Minnesota's lumbering Bill Simon- 
ovcih in the back court giving 
Michigan State a big advantage. 


As a result, the 6 foot 11 center 


played about half the game and 
finished with 9 points, far below 
his 15 point average. 


Minnesota's Dick Carmaker scor- 


ed 30 points and Chuck Mencel 
added 20 fcut Michigan State's scor- 
ing twins, Al Ferrari and Julius 
McCov, more than equalled the 
output with 27 points each. 


Walnut Tackles Princeton in 
Big Four Tourney Tonight 


Lee Center 
Loses, 67-43, 
To Malta Five 


MALTA — (Special) — Lee Cen- 


ter hit a dry spell during the sec- 
ond period and dropped a 67-43 de- 
cision to Malta here 
Saturday 


night. 


After falling behind, 12-9, at the 


end of the first period, the Bull- 
dogs couldn't hit a thing, getting 
just four points, while a well bal- 
anced Malta attack netted 22 points 
for a 34-13 edge at halftime. 


Bob Scheffler led the way for Lee 


Center with 6-6 for 18 points, high 
for the night, but three Malta play- 
ers hit over 10 points to lead Malta. 


Malta also won the preliminary 


game, 42-30. 


Scoring : 
LEE CENTER — Meurer, 2; 


Mace, 2; Moore. 4: R. Schnell, 10; 
Scheffler, 18; Greenwood, 3; Bay- 
lor, 4. and Clayton. MALTA — 
Rumpf. 5; Weaver, 4; McArtor, 11; 
Willsett, 6; Farley. 8; Peterson, 10; 
Luxton, 2; Heins, 17; Berg, 4. 


Score by quarters: 
Lee Center ...-9 
4 15 15 


Malta 
12 22 17 18 


43 
67 


Rule Change 
May Speed Up 
Baseball Game 


CHICAGO i?) — The intentional 


pass may boomerang with a hit or 
a balk this season under a new 
baseball rule whacking the catch- 
er's box from 16 feet of roaming j 
room to only 43 inches. 


That change and a "stopwatch" | finjshing 


mandate for a pitcher to deliver I ^- 
within 20 seconds when the sacks 
are empty are the foremost of 
eome 49 revisions this year by 
baseball's official Playing Rules 
Committee. 


The changes were disclosed to- 


day by Jim Gallagher, business 
manager of the Chicago Cubs, who 


, Wene 


Win Bowling 
Meet Titles 


CHICAGO (Jl — It took a long 


time but it was worth waiting for 
was the exclamation of Steve Nagy 
and Sylyvia Wene today following 
their victories in the National All- 
Star Bowling Tournament. 


Nagy, 41-year-old bowling alley 


proprietor from Cleveland, had 
taken part in 13 tournaments be- 
fore reaching his "ambition." 


Nagy, who came from second 


place to overtake Ed Lubanski of 
Detroit in the final round, came 
close in 1948 but finished third to 
Connie Schwoegler of 
Madison, 


\Vis. 


Miss Wene, 26-year-old saleslady 


from Philadelphia, finished second 
last year and in 1951. 


"I only wish zny mother (who 


died Oct. 3, 1954) was here to wit- 
ness my triumph," she said. "It's 
the happiest moment of my life." 


Sylvia took the lead at the half 


way mark and was- never headed. 
She won by splitting two games 
with 
defending champion Mrs. 


Marion Ladewig of Grand Rapids, 
Mich., five-time winner who earlier 
announced her retirement. 


Nagy said "I felt as if I had a 


chance after the first game." In 
the first game of the final round. 


j Lubanski. leading through the final 


I dav, failed to negotiate a 4-7 split 


a 190 to 169 for 


The Cleveland kegler then fired 


games of 244, 246 and 247 to win 


STAR WOMAN BOWLER TO RETIRE—Mrs. Marion Ladewig. 
(right) of Grand Rapids. Mich., five times winner of the women's 
division of the National Individual Match Game bowling tournament, 
announced Jan. 22 in Chicago that she will retire from tournament 
competition at the end of the present tourney. Here she congratu- 
lates Ed Lubanski of Detroit who at the time was leading the men's 


division of the tournament. 
(AP wirephoto; 
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Newman Beats 
Mounders, 81-72 


STERLING—(Special)—A Newman press and a good 


second period spelled defeat for the.Mt. Morris Mounders here 
Saturday night as they absorbed an 81-72 defeat. 


Newman's press proved quite a 


puzzle to the Mounders m the open- 
ing minutes of the game as the 
Comets rolled to a 16-4 advantage. 


Henderson. 9; Hoffman. 2. and H. 
Hanke ar.d B. Hanke. NEWMAN— 
Stein. 6; Zinanni, 19: Henry. 4; D. 


Mt. Morris ...26 
Newman 
28 


13 
12 21 
7 21 
81 


However, the Mounders finally j McGinn> i4; M McGinn, "38, and 
solved the mystery with a fast ] ganders. 
break and at the end of the period, j gcore -Dy cuarters: 
trailed by two points, 2S-26. 
i 


However, Newman, paced by! 


Marty McGinn who collected 12-12 j 
for 38 points for the night, con tin- 
> 


ued to hit while the Mounders ' 
cooled off in the second period as . 
Newman gained a 53-19 halftime j 
lead. 
j 


Newman had troubles in the third | 


Little Eight 
At Ohio Set 
For Tuesday 
«/ 


Polo Hosts Aces; 
Amboy Travels to 
Franklin Grove 
Tournament play still rules 


the roost in the Dixon area 
basketball schedule this week 
with three tournaments set 
for action, 


The Walnut Blue Raiders move 


into Big Four competition tonight 
against the high flying Princeton 
Tigers at 7 p.m. while DePue takes 
on Hall Township at 8:30 p.m. All 
games in th« three day meet are to 
be played at Walnut high school. 


Wednesday, Walnut tangles with 


DePue at 7 p.m. an£ Princeton 
meets Hall in the night cap. The 
final round is set for Friday with 
Princeton meeting DePue at 7 p.m. 
while Hall and Walnut clash at 
8:30 p.m. 


The Ohio Bulldogs host the Little 


Eight conference tournament start- 
ing Tuesday. The Bulldogs take on 
Wyanet, a club Ohio has split with 
in two games, at 8:30 p.m. while 
Neponset and Maiden meet at 7 
p.m. 


Seek Third Win 


On Wednesday, Buda meets Shef- 


field at 7 p.m. and Maniius battles 
t h e Malden-N e p o n s « t winner. 
Thursday night, the Ohio-Wyanet 
winner meets LaMoille and Bureau 
takes on Tiskilwa. Semi-finals are 
set for Friday with the finals on 
tap for Saturday. 


In non-tournament 
nigh school j 


IT MIGHT BE THE MIDDLE of basketball season, but baseball is 


coming hack into the headlines. The major leagues are busy signing 
up players for next year and the Little Leagues are beginning to re- 
organize for the 1955 season. 


Here in Dixon. the Junior Chamber of Commerce has 


named its new committee for the corning sea-son. 
Kd >!<•- 


Grath has been appointed chairman of the summer program 
with Lu Sutton and Bill Alexander on tbe committee. 
Raj- 


Price, Jr., Paul Nusbaum and Bus Egler. members last year, 
will assist. 
SOME MODIFICATIONS MAY BE MADE this year, according to 


a report given to us today. But for the most part, the league will 
continue to function along prescribed Little League regulations the 
same as last year. The loca'i program, however, again will r.t-t be af- 
filiated with the national group. 
, 
« 
» 
» 


THE PROGRAM. WHICH RECEIVED THE APPROVAL of t!-.•-- 


Dixon Park Board as an outstanding achievement. •«;! again be set up 
to handle ail boys attending Dixon schools. Enough teams v/ili b~ 
formed to give every boy who wants to play, a chance to show his siuff. 


It is expected that there will be an increase in the number 


of major league teams. Last year, four were organized on a 
trial basis. It was a success, so more teams probably will be 
added. 
AN ENCOURAGING POINT has been the number of men wh., have 


volunteered to manage major league teams. Except for the fact that 
minor league teams must play in the afternoons, there would probably 
be managers for those teams. But most men are unable to get away 
for afternoon games. 


While the current subject is J. C. baseball, there is a 


rumor in the air that a Little League football program will be 
be. formed in the fall. Little action has been taken on this 
Idea, but we understand that there has been talk on the subject. 
* 
» 
« 
* 


The Rock River Valley Boat Club will meet at 7:30 p. m. 


Tuesday night at the home of Bob Wilson, 912 Cooper Ave. 
Princeton Beats 
Clippers, 64-44 


PRINCETON—(Special)—Amboy's Clippers became 


victim number 15 for the Princeton Tigers here last night as 
Princeton rolled to a 64-44 victory over the Clippers. 


Nielsen Beats 
Santee Easily 
At Phillv 
_/ 


WASHINGTON f»—Gunnar Niel- 


sen ar.d Wes Santee each predicts 
he'll break the world indoor mile 
record this winter—a-id each will 
have plenty of chances in a pro- 
tracted duel set up for the eastern 
boards. 


With a vic-.ory apiece, they'll 


meet again in Boston Saturday. 


Nzelsen made Santee look bad in 


v.-inr.ir.g the Washington Evening 
Star games mile Saturday. The. 
Dar.e beat the Kansas star by 15 
fee:. pulling away or. the last lap 
as if Santee were standing still. • 
The night before at Philadelphia, 
Sar.tee came home eight yards 
aheai. 


N:elsen said he was sure he'd 


:o-.v-_-r the record of 4:05.3 set by 
Gii LpjV'ls :r ;'--5* 


Si.v.ce called his \Vashir.gton de- 


feat "just one of those ^breaks" and 
•vomplained that the pace was so 
sl'Tv.- he had to take the lead far 
too early. 


Nielsen was clocked in the bril- 


liant time of 4 :CS.s over the slow 
flat track at the National Guard 
Armory. That time lowered the 
meet record by nearly four sec- 
onds but Nielsen said he should 
have done a lot better. 


Bob Mcllillen. second place 


finisher in the 1500 meters in the 
1652 Olympics, finished 15 yards 
behind Santee in third place. 


All told, six meet records fell in 


the Star games, the most signifi- 
cant being the mile and the pole 
vault, won by the Rev. Bob Rich- 
ards, who went over the 15-foot 
mark for the 61st time in setting 
a record of 15 feet, 4 inches. Don 
Laz, who couldn't break 15 feet 
Saturday, held the old standard at 
15 feet, 3 inches. 


Paced by 6-3 Joe Rukiick. the , - 


Another 
Makes U. S. Debut 


By The Associated Press 


. 
Most of boxing's new talent is 


period, getting just seven points, i corr.:_g. frorrl EUrOpe these davs. 
but the Mounders could pick up j Ano:>,.er newcomer.* Italy's Angelo 


going away. Lubanski finished with only five extra points as Newman ; 3risci makes his TJ. S." debut to- 


" 
maintained a 60-15 third period • n;_,h: BZ&ir.s~_ SCIUDDV Peter Adams 


serves as chairman of the nine- 
man committee. 


The catcher's box will be re- 


duced to a rectangular area, 43 
inches wide directly behind home 
plate, which is 17 inches wide. The 
former triangular 
catcher's box 


flared back to a 16-foot widih. 


A wild pitcher might thereby 


toss one that a. long-limbed hitter 
like Ted Williams could smash for 
a hit. 


If the catcher gets outside his 


43-inch box before the ball leaves 
the pitcher's hand, a balk will be 
called. 


The rale prodding pitchers to j 


hurl within 20 seconds with the i 
bases unoccupied long has bten on 
the bocks, but now both the Amer- 
ican and National leagues are be- 
ing- asked to enforce it by use of a 
stopwatch by the third base um- 
pire. 


games of 183. ISO and 217. Nagy's 
triumph netted him $2.000. Luban- 
ski finished second, winning Sl.200. 
Defending champion Don Carter 
finished third, good for £750. 


Miss Wene's triumph earned her 


$600. Sylvia Fanta of Chicago fin- 
ished second for £450 and Mrs. La- 
dewig took third place and $300. 


Ironicaiy enough. Nagy barely 


made the final qualification round 
and finished in a tie fnr 14th place 
but defeated Graz Castellano of 
New York in a special roll-off. 


Prep Scores 


Elrir. 45. 


^^. 
4S. 


.ir. Catr.cl.c 


^ 
_ 


49- 
^sr^* 32. 


Newark. N. J.. in the main 10- 
edge. 


The Mounders got within three ; rour_der a: Xew York's St. Nicholas 


points in the final period before j Arena 
failing back to a nine point deficit. : 
DeMont will telecast the bout 


Bill Lundhoim again paced 


games Tuesday, the Ashton Aces 
will try to make it three in a row 
over Polo on the Marco floor. The 
Aces hold victories over Polo at 
Ashton and in the finals of th 
tournament. 


Amboy shoots for its third win of 


the season at Franklin Grove while 
the Wildcats will be after win num- 
ber two. 


Pawpaw takes on Sandwich in a 


non-conference game at Sandwich. 


League Action 


In conference action. Byron will 


be at Winnebago and Leaf River at 
Pecatonica in Route 72 conference 
play while St. Mary's is at Betten- 
dorf and Morrison visits DeWitt in 
niowa action. 


On the grade school level. Lee 


county fives swing into action Wed- 
nesday to the Indian Trail's con- 
ference tournament at Shabbona 
with defending champion Amboy, 
Shabbona and Compton listed, as 
the top teams. 


In 
Wednesday 
night 
action. 


Franklin Grove will play Shabbona 
at 7 p.m. and Lee Center will meet 
Compton at 8:15 p.m. 


Thursday. 
Ashton 
meets 
the 


Shabbona-Franklin Grove winner 
and Amboy takes on the Compton- 
Lee Center victor. There are no 
games scheduled for Friday but 
the finals and consolation will be 
played on Saturday. 


Tigers roiled to a 17-4 first period j _ . „ 
A^T^T 


ilead and increased it to 39-10 at! Dig F OUT. l\rJL/ 
halftime. Rukiick collected 20 of j 
~ 


his team's 22 points in 
quarter. 


The Tigers started the second - 
PHILADELPHIA <5t— The lead- 


-J ut; /t . • 


second {rettin<* 


t_v 


second | PHILADEL 


j team in the third period and Am- 1 ers of the Canadian Rugby Union 
boy oroceeded to close the gap, j ''Big- Four) and the National Foot- 
outscoring the Tigers, 20-4 to trail, ! ball League predict a further at- 
4,3-30 at the end of the quarter. 
j tempt will be made to end the 


Princeton's 
first 
team 
came j player contract disputes. 


back in the final period and out- j Tr.e hassle concerns the signing 
scored Amboy, 21-14. 
j of players already under contract 


Rukiick was the team's leading j or on option to a club in the other 


scorer with 7-15 for 30 points while j organization. 
Dick Hult had 7-0 for 14. 
j Ralph Cooper of Hamilton. Ont., 


Martin Mihm and Rich McCaf- j ^resident of "the Hugbv Union, and 


frey led Amboy with eignt points ; four other c^^^^ reDrese:lta. 


Princeton trnr, 


game. 54-44. 


• starting at 9 p.m. CST. 


26-vear-oId middle- 
Mounders with 11-2 for 24 points : 
Brisci 


while Bill Noonkesser had 8-5 for \ .vei?h: w_llh a 29.5.4 record. 
21 points. 


MT. MORRIS — Lundhoim.. 24: 


Noonkesser. 21; Highbarger, 


padd 


corneback trall- and Tor.y johr.son. 


Sports in 


Brief 


By the Associated Press 


ADELAIDE. Australia— Vic Sei- 


xas of Philadelphia breezed into 
the quarterfinals of the Austra- 
lian National tennis championships 
today with a 6-2. 6-0, 6-2 win over 
Aussie Malcolm Anderson. 


j a. youngster on the rise, collided in 
| an aFi-New York light heavyweight 


I iO-rounder at Brooklyn's Eastern 


i Parkway Arena tonight. 
! Telecast, by ABC-TV, is at 9 


i D.rn. CST. 


3 Matches 
For Matmen 


DLxon's wrestling team has a 


busv week ahead of it with three 


Basketball 
Calendar 


MONDAY 


BIG FOUR TOURNEY 
At Hilnt 


Walnut vs. Princeton, 7 p.m. 
DePue vs. Hall. ?:30 p. =r 


TUESDAY 


IJTTLE EIGHT TOtTtSXY 


At Ohio 
^epcnset vs. Maiden. 7 p. ni. 
Ohio vs. Wyane". ?:30 j>. d. 


KOrTE 72 


!,<!'.! River at P»Tatablea 
Byron at Winne'oaieo. 


each. Dan Keller.. John Anderson ; .JvP3 ^^ ^^ ^^^ ccr^;s,;or.>,. 
and Stan Truckenbrod each had i Ber: Bel, Sallrdav Ln a four hour 
six points. 
j secret session, 
the r-reliminarv , 
. 
" j Cooper said afterwards: 


I 
"V>"e will come to agreement, 


OUW-iii~. - 
- 
& 
.-—..... 
, 


AMBOY— Keller.. 6: C. Koch. ; possibly within the next month or 


2:~Mihm. ?: Anderson. 6: McCaf-! sooner. We want to. It is to our 
frey. S: Truckenbrod. 6: Fischer, i best"interests." 
4; Lyons. 4. ar.dD. Koch. PRINCE- i Bell said. "We have corne a long 
TON—Finn. 4: Huit. 14: Rukiick. way toward burying the hatchet." 
30: Molen. 7; Flinn. 5: Keleher. 2: 
Kasbeer. 2: Zurlier.e, Coddir.gton. 
Pihl. and Dremann. 


Score by cuarter?: 
Amboy...'. 
4 R 20 J4—a 


Princeton 
11 '22 4 21—£4 


ILLOWA 
St. Itarv's at Bsiteniorf. 
ifcrr.!oa at DeW:;:, 


OTHEE GAMES 
A*chtcn at Polo. 
A—oor z: F.-ar.klir. Grovt. 
Pawps-*- a: Sar.d'slc:-.. 
Ot:3.iva at ifars^illes. 
5*var.-a at L^.r.ark. 
Sr.annor; at if:. Carroll. 


st SWrtlnf, T:39 p. 


COLLEGE BASKETBALL 


SATCIiDAVS 


St. Lc-.:-:.« 


\Call Cage Game 


I For Rough Seas 


j 
UNION. Maine i?—A schoolboy 


I basketball scheduled came here 
| Friday nisht was postponed by 


I rough spas. 
| 
The North Haven High School 


team —from a Penobsoct Bay is- 
land 10 miles from the mainland 
—\vas tinablp to play Union Hisrh 
because the turbulent water made 
boat travel impossible. 


C. S:s:e 


the Dukes will i'.^fl^vVi ""---- 


meets scheduled. 


Tuesday night, 


travel to Sterling 
venge for an earlier setback. The 
following day. Rock Falls will be ^.f 


Mr. Verrjo^ 61. Harr!.;bi;rg 33. 


The penalty is calling of a "ball" r.'~^~fl-'"'-'lt.' -" I-.i,J" 


by the umpire. The rale is direct- j r«r.tra:-:V'«:. 
f\-'v?<<£. 
;.x"s4* 


ed against senseless and unr.eces- i « 
sar 


year-old amateur tennis star, sa:3 
today he doesn't plan to resume 
playirp in tournaments until "some- 


" 


IS. 


TI. w->,«tor. x. A. 53. 


NCIC Box Scores 


Mradot* '«!> 


O. F. P. 
9 2 4 
1 0 2 
4 3 3 
3 0 4 
S 
." 
•"• 


H«J1 (S4> 


McMahor. 
J 
Brown 


.Uurh 
W. Brown 


Ea:t»n 
P-"- -.-.? 
Bar.ard 
M»y 
Hafr'n 
Mauf.r.o 


2 2 


2.S 1! 24 
Totals 


5 5 4 


IS 2s* 13 


Scr.r? by 


Mrr.OoTa " 
H.V.I 


11 
13 
U 17 !!— SI 
18 13 17—64 


O. K. P. 


Rock F»JM (6?) 
n. F p 


,'• 
4 


1 5 
3 5 


f;:irrtly 
Jirohs 
llr-nry 


71 
0 0 1 
1 
0 0 


0 
0 
2 


Smith 
Nehrkorn 
Ooppolelll 
RubrtEht 
Johnson 
ff"«-«*lman 
Wjlhcr 


0 2 
1 
.. 


.1 n 
7 ft 


7 
7 
3 


Ci 
0 
1 


Total* 


Scnr« by quarter*— 


Or . . . . 
Rock 


22 2H 19 


17 
12—71 


Princrton 


FVrn 


M-Mrn 


c. r p. 
6 3 3 
0 
3 3 


13 5 3 
3 0 2 
0 0 1 
1 0 3 


Rorhrlte 


Kill 
Mutton 
EwaM 
Larson 


Mershon 


d. F. P. 
3 2 J 
2 2 0 
- 1 3 
5 7 3 
fi 2 3 


year. Forres- 


• tor. finished second in the Route 72 


c~r.rerer.ee 
tournament. Monroe 


DENVER - Gardner Mulloy. 41- Center turned back the Cardinals. 


x-~i-7,"t 
^r> the 
chjim'D;or;?h;T> game 


Saturday night. Last year. Forres- 
ton was upset by Stillman Valley. 


time this summer" even though a : 
suspension handed him by the U.S. 
Lawn Tennis as?n. expires March 
24. 


C H I C A G O — Sor.thern Illinois 


moved Ir.to a first place tie in the 
JJAC Saturday with a victory over 
previously unbeaten Western Illi- 
nois. 


ST. LOOS— Infielder Solly He- 


mus and pitchers Tom Poholsky. 
Paul LaPaime and Bobby Tiefen- 
auer. signed Cardinal contracts to 
give St. Louis a total of 13 players 
in the fold. 


1 at Dixon for a 7 p.m 


i Wednesday. 


_, 
_ 
Fridav will be a full day in the 


r OrreStOll LOSeS 
Dixon gV™ with the matmen host 


LEAF RIVER —; Special'— For j ing the Geneseo club at 4 p.m. and 


then the Dixon basketball team 
will entertain the Maple Leafs in 
the evening. 


The Duke wrestlers have a. 3-t-l 


record for the season going into 
the match with Sterling Tuesday at 
7 p.m. 


match, j r^r-xt 4. -or— ,t-. 
K«r.:«.: s. 


XATTOV\L HOTKEY LEAGUE 


SUNDAY'S RESULTS 


TorS 2. 


.ICiibs Sigji Tico 


' 
CHICAGO ;^ — In::e:d?rs Eddie 


• Xiksts ar.d Vem ?>Iorgan todaj.' 
becs.~.s the 15th ana 2"tn Chicago 


, Cubs to s:™; their I?34 cortracts. 


25. :s a IC-year veteran 


«» s. 


Tola's 
S3 11 15 


Score by quarters— 


Prtnc *;nn 


Tot a;* 
19 16 12 


» 
17 


15 
12 


12—57 


S—-U 


Ottawa (M 


G. 


M*cfcfnstock S 
Martin 
Nel.ion 
Waring 
txjve 


Tolnln 


1 9 
7 3 
5 O 
1 6 


. P. 


*S 
4 
2 
4 


DeX&lb <«)> 


O. F. P. 
I^vonka 


Hanson 
Cook 
VanM«t«r 
Dertlncrr 
Boardman 


1'lROtt 


TotMn 


Pror« t\y qii»rt»r»- 


noKfllh 
12 12 17 IS . « 
Ottawa ,.j,..» U 20 a U i 


3 S 


3 1 4 
3 2 
5 2 
7 4 
0 0 
0 0 
n o 
o i 


J.JV 13 2S 


SAN DIEGO 
Tommv Bolt. 


Weary Rochelle Quintet in 
5549 Loss to Freeport 


FREEPORT—(Special—A Rochelle five, physically tired from try-1 


ins to stop Princeton on Friday, dropped its second game of the week- 
end Saturday when Freeport rolled up a. big, first period lead and 


shooting 14-under-par for 274, walk- 
ed off with first place money in 
the San Diego Open golf tourna- 
ment. 


TAMPA. Fla.—Babe Zaharias of 


Tampa tired badly at the end but 
held on to win the Tampa Open 
golf tournament, Sunday. 


ARCADIA, Calif. •- Jorkev Ray 


York, booted Determine into the 
winner's circle in the 
lfl!54 Ken- 


tucky Derby, has bcfn named foi' 
'•&• George Wool! Memorial trophy. 


gained a 55-49 decision over the Hubs. 


Showing the effects of a hard 


battle the night before, the Hubs 
tell behind. 19-S at the end of the 
first period and 26-9 after two min- 
utes of the second period. 


At that point, Rochelle began an 


uphiU. fight that brought them to 
within three points of a. tie late in 
the final period. At halftime. Ro- 
chelle had cut the lead to 32-26. 


Both clubs scored 13 points in the 


third quarter and 10 points in the 
final period. However, in the final 
quarter, Rcchelle had moved to 
trail by three points before falling 
behind by six again. 


Austin with 8-3 for 19 points, was 


high for Freeport while Bob Detig, 
with 6-1 for 13. and Bill Larson, 
with 6-0 for 12, were high for Ro- 
chelle. 


Scoring: - 
ROCHELLE—Hill, 9; Mutton, 2; 


Ewald, 8; Detig, 13; Larson, 12; 
Heron, 5; Mershon, Orman and 
Rush. FREEPORT — McDonald, 
S; Spahn. 7; Lang, 3; Smi'h, IB; 
Austin, 19, and Hill, 2 


Score by quarters: 
Rorhellp 
8 18 IS 10 
49 


Frneport ......It IS II 10 M 


?'>:.. 
-'^ RANCH STYLE FURNISHED APIS 


Ideal R™-iria vacation—Atlantic Coast—120 
mjies north of Miami. Compieteiy furnished 
, 


~~ one-room Efficiencies, kitchen, living room. 


dining area, t5ed bathroom. Os« bed- 


v -:K' • 
room ApH .. .Two bedroom Ap+$ ... 


'"' 
-." Hotel and Motel do«We rooms . . . 


i! recreation. Bring the children, 


p!??-" Florida's finest bait casting, deep sea fish- 


ir.g. Shops, restaurants, night clubs, golf. 


Rates include FREE use of 


Swimming Pool — Shuffleboord 
Private Atlantic Ocean Beach 


Fishing Dock — Chfldren's Playground 


-\ 
'•& 


WRITS TODAY 


RATES 


INFORMATION 


Until March 23 


VILLAGE 


The Year Roitnd Resort 
Pierce Beach, Florida 


Ned Sack was hack in town by 


the middle of last week after hav- 
ing been eliminated in the All-Star 
Bowling Tournament in Chicago. 
Ned did very well considering the 
"fast company" in which he was 
bowling. Ned averaged 1&4 for all 
his garr.es which is very creditable. 
But Ned was bowling among the 
top 160 bowlers in the coiintry, and 
194 wasn't quite good enough. We 
in Dixon are proud to have had a 
iocal representative in the big 
tourr.arner.t and feel that Ned did 
credit to himself and to Dixon. 
Here's to your successful qualifying 
for the big tourney next year, Ned: 


We've just received another ship- 


ment of todav's hottest-selling suit 


the CHARCOAL GR.EY FLAN- 


NEL. It's 100 percent v/orsted flan- 
-el tailored by PHOENIX with two- 
button, narrow-lapel, split-tail and 
flan-pocket styling. You should see 
you in a charcoal grey! 


From reports, the Dixon Dukeg 


played a fine second half against 
Ster-i". It's enrcuraging to see 
boys like P.u-ly Gasser. Joe Cash- 
:nr. Gary Reecer and Pat Kernan 
•romir.e along to pick up the slack 
•,vhen Don Nafzlrer is checked. As 
hi^r. school teams go tociay, the 
DuXes are short in height; but 


sy've played svery team that 


has beaten them right down to the 
•wire. 


After tonight sports fans should 


have sorr.e idea as to who has the 
power in B:g Ten basketball, for 
there are some crucial games on 
tap—particularly the Northwestern- 
Minr.csota grarr.e to be played Oua 
evening in M.r.r.eapoiis. Fred Hof- 
rr.ann stopped :n Saturday after- 
noon shortly after the Northweirt- 
ern-Iowa game. As soon aa I saw 
him. I knew Iowa had lost, for Fred 
generally is "long gone" when hi* 
Alma Mater merely "rompeies". 


This is the last week of o«r 


SEMI-ANNUAL C L E A R A N C E 
SALE. Many items Rave been even 
further reduced in price. It will 
pay you to look in on ua, for If 
we still have your «izc, you'll flnd 
some wonderful buya. 
Hank Henry, Inc. 
"Smorfly Sfyf«f M««'» W»or" 
1W Galena 
Pbon« t-tttl 


•WWS.iTv.Vi' :• it. .,< .,,„: ,.. 


Associated Press News in Pictures * 


L O N G S H O T AT A R C A D I A - This view of 
palms and snow-capped San Gabriel Mountains in background 
was taken at Santa Anita, Cal.. racetrack, on a recent clear day. 


1 


S T R A W S C U L P T U R E S _ A Paris girl looks at a. 
group of straw creations, flower basket, heron and peacock, made 
by Mme. Arlette Puget, wife of author Claude-Andre Puget. 


S E E K I N G K N O W L E D G E - Maurice Duchesne. 
right, and an aide fit electronic camera on a telescope in France, 
They believe the camera is more powerful than any in existence. 


C I T Y IS B O R N IN 
P U E R T O R I C O — This is the community of Puerto Xuevo. begun less than six years ago 


and now housing: more than 40,000 people in 11,545 private homes in Puerto Rico's campaign to raise living standards. 


E N V O Y C H O I C E 
— Henry A. Byroade. above, 
of Indiana, an Assistant Secre- 
tary of State, has been nomi- 
nated by President Eisenhower 
to be Ambassador to Egypt. 
L I V I N G D A N G E R O U S L Y — Peter, a lovebir* risks all with a playful nip at ear 
of Isabella, Siamese kitten. They're pets of Stockholm, Sweden, family along with guinea pig. 


A E R ' A L L I N K I N S W I S S A L P S — Xew cable car undergoes tests on line link-, 
Ing CorvigJia and Piz Vair, near St- Moritz. The car carries 40 passengers en 10-minufe trip. 


t 
G E M S-C A LO R E — 
Actress Florence Henderson, 
chosen Queen for the ball of 
Diamond Manufacturers and 
Importers of America, wears 
$1,000,000 worth of jewelry.**. 


A T S O U T H S E A S S A N C T U A R Y - A black- 
browed albatross and its chick find sanctuary on uninhabited 
iMacquarie Island, 1,400 miles southeast of Melbourne. Australia. 


C H A N C E - O V E R S — A Parisian beautician offers the 
"Barbare"' hair style to make the face seem smaller, and "Demon" 
makeup with uptilted eyebrov.s. false lashes and rounded lips. 


B I R T H D A Y | U M P _ R* De Sona?. a Bdeian knoun 
in Rome as "Mr. OK. repeats his annual New Year's dive from 
Cavour Bridge into Tiber River wearing tophat on 56th birthday. 


A N O T H E R F 5 R S T O N 
B R O A D W A Y — Mom and pop chinchilla display 
••Broadway.fC¥.-Tfc>•«»•»•(«4a! weight wa« 3^ 


F I R E M E N O N 
P A R A D E — Tokyo firemen i n tradi- 


tional costumes balance bamboo ladders for acrobatic mates dur- 
ing tbtir annual pageant on toe Boulevard at the Imperial Pajf.oj. 
A D V E R T I S I N G IN 
T O K Y O - This strange parade in Japan's capital advertises ,„* 


ancient sport. "YabutajBel (shootin* from • running horsej t<» be held in a Tokyo park! f 


, 
M 


iNEWSPA'PERr 
NEWSPAPER! 


Northwestern vs. Gophers for Big 10 Lead 


Wildcats Top 
League After 
Beating Iowa 


Hawkeyes at Ohio 
In Only Other Tilt 
In League Tonight 
CHICAGO C?B—One of the 
tightest Big Ten basketball 
races in two decades resumes 
tonight with Minnesota and 
Northwestern clashing for 
the league lead at Minne- 
apolis. 


Not since 1926 when four teams 


finished in a first-place tie with 8-4 
records has conference competition 
been so keen. 


Northwestern, 
fourth team to 


gain the lead in three weeks, is on 
top with a 3-1 record by virtue of 
its 93-73 victory over Iowa in a 
nationally-televised game Saturday 
followed by Michigan State's 87-75 
upset of Minnesota. 


"Minnesota, Iowa and Illinois are 


tied for second with 3-2 recordes. 


Iowa will try to bounce back 


against Ohio State tonight at 
Columbus in the only other con- 
ference game. The Bucks dropped 
into the cellar Saturday after a 
93-82 drubbing at Purdue. 


Freeman Hurt 


Ohio State scoring star Robin 


Freeman was forced to leave the 
game early with a wrenched ankle 
to ruin Buckeye chances for vic- 
tory. Freeman scored 20 points be- 
fore leaving. 


Northwestern 
could 
remain 


ahead of the field by duplicating 
its earlier 74-72 victory over Min- 
nesota. However, Northwestem's 
three victories were at home and 
Minnesota figures to be tougher at 
Minneapolis. 


Speed for Spartans 


Northwestern flashed speed re- 


markable shooting and rebound 
control to run away from Iowa 
while Michigan State relied on 
speed alone to beat the Gophers. 


The Spartan fast break often left 


Minnesota's lumbering Bill Simon- 
ovcih in the back court giving 
Michigan State a big advantage. 


As a result, the 6 foot 11 center 


played about half the game and 
finished with 9 points, far below 
his 15 point average. 


Minnesota's Dick Carmaker scor- 


ed 30 points and Chuck Mencel 
added 20 but Michigan State's scor- 
ing twins, A! Ferrari and Julius 
McCoy, more than equalled the 
output with 27 points each. 


Walnut Tackles Princeton in 
Big Four Tourney Tonight 


Lee Center 
Loses, 67-43, 
To Malta Five 


MALTA — (Special) — Lee Cen- 


ter hit a dry spell during the sec- 
ond period and dropped a 67-43 de- 
cision to Malta here Saturday 
night. 


After falling behind, 12-9, at the 


end of the first period, the Bull- 
dogs couldn't hit a thing, getting 
just four points, while a well bal- 
anced Malta attack netted 22 points 
for a 34-13 edge at halftime. 


Bob Scheriler led the way for Lee 


Center with 6-6 for 18 points, high 
for the night, but three Malta play- 
ers hit over 10 points to lead Malta. 


Malta also won the preliminary 


game, 42-30. 


Scoring: 
LEE CENTER — Meurer, 2; 


Mace. 2; Moore. 4; R. Schnell. 10; 
Scheffler. 18; Greenwood, 3; Bay- 
lor, 4, and Clayton. MALTA — 
Rumpf, 5; Weaver, 4; McArtor, 11; 
Willsett, 6; Farley, 8; Peterson, 10; 
Luxton. 2; Heins. 17; Berg, 4. 


Score by quarters: 
Lee Center ...'9 
4 15 15 43 


Malta 
12 22 17 18 
67 


Rule Change 
May Speed Up 
Baseball Game 


CHICAGO (?» — The intentional 


pass may boomerang with a hit or 
a balk this season under a new 
baseball rule whacking the catch- 
er's box from 16 feet of roaming 


STAR WOMAX BOWLER TO RETIRE—Mrs. Marion Ladewig. 
(right) of Grand Rapids. Mich., five times winner of the women's 
division of the National Lndividual Match Game bowling tournament, 
announced Jan. 22 in Chicago that she will retire from tournament 
competition at the end of the present tourney. Here she congratu- 
lates Ed Lubanski of Detroit who at the time was leading the men's 


division of the tournament. (AP wirephoto; 


room to only 43 inches. 


Tnat change and a "stopv-t, 


mandate for a pitcher to deliver 
within 20 seconds when the sacks j 


Wene 


Win Bowling 
Meet Titles 


CHICAGO ffl — It took a long 


time but it was worth waiting for 
was the exclamation of Steve Nagy 
and Sylyvia Wene today following 
their victories in the National All- 
Star Bowling Tournament. 


Nagy, 41-year-old bowling alley 


proprietor from Cleveland, 
had 


taken part in 13 tournaments be- 
fore reaching his "ambition." 


Nagy, who came from second i 


place to overtake Ed Lubanski of 
Detroit in the final round, came 
close in 1948 but finished third to 
Connie Schwoegier of Madison, 
Wis. 


Miss Wene, 26-year-old saleslady 


from Philadelphia, finished second 
last year and in 1951. 


"I onlv wish my mother (who 


died Oct. 3. 1954) was here to wit- 
ness my triumph." she said. "It's 
the happiest moment of my life." 


Sylvia took the lead at the half 


wav mark and was never headed. 
She won by splitting two games 
with 
defending 
champion Mrs. 


Marion Ladewig of Grand Rapids, 
Mich., five-time winner who earlier 
announced her retirement. 


Nagy said "I felt as if I bad a 


chance after the first game." In 
the first game of the final round, 
LubanSki. leading through the final 


RTS 
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day. failed to negotiate a 4-7 split 
nnishing with a 190 to 199 for 
Naarv. 


aeveland 
then fired 
are empty are the foremost of 
some 49 revisions this year by 
baseball's official Playing Rules 
Committee. 


The changes were disclosed to- 


day by Jim Gallagher, business ] Defending champion Don Carter 
manager of the Chicago Cubs, who j finished third, good for $750. 
serves as chairman of the nine- ! Miss Wene's triumph earned her 
man committee. 


The catcher's box will be 


games of 244. 246 and 247 to win 
going away. Lubanski finished with 
games of 183. ISO and 217. Nagy's 
triumph netted him $2.000. Luban- 
ski finished second, winning $1.200. 


I S500. Sylvia Fanta of Chicago fin- 


re- i^eA second for $450 and Mrs. La- 


duced to a rectangular area, 43 J ,jewig took third place and $300. 


Ironicaly enough. Nagy barely 


made the final qualification round 
and finished in a tie for 14th place 
but defeated Graz Castellano of 
New York in a special roll-off. 


Prep Scores 


• 
1-^'.- 4">. S; Ed-xard. E:-.- ««. 
«4 
Vrr^v 44. 


inches wide directly behind home 
plate, which is 17 inches wide. The 
former triangular catcher's box 
flared back to a 16-foot width. 


A w.ld pitcher might thereby 


toss one that a long-limbed hitter 
like Ted Williams could smash for 
a hit. 


If the catcher gets outside his 


43-inch box before the bail leaves 
the pitcher's hand, a balk will be 
called. 


The rule prodding pitchers to 


hurl within 20 seconds with the 
bases unoccupied long has been on 
the bocks, cut now both the Amer- 
ican and National leagues are be- 
in? asked to enforce it by use of a j iV^VT 
stopwatch by the third base um- j o . _ 
__ vr 
,_. _. .. 


pire. 
j M-. Vemon 81. Karrisb-JTg 39. 


The penalty is caum^ c_ c. ~3.:. 
; i.__^,.p.'- .*vfl«. ^_a_v'A—' *& 


by the umpire. The rule is direct- 
ed against senseless and unneces- 
sarv delavs." 


Llsco'.r. 


Newman Beats 
Mounders, 81-72 


STERLING—(Special)—A Newman press and a good 


second period spelled defeat for the lit. Morris Mounders here 
Saturday night as they absorbed an 81-72 defeat. 


Stein. 6; Zinanni, 19: Henry, 4; D. 
McGinn, 14; M. McGinn, ~38, and 


Newman's press proved quite a 
^ 


puzzle to the Mounders in the open- j Henderson, 9; Hoffman. 2. and H. 
ing minutes of the game as the Hanke ^3 B_ Hanke. NEWMAN— 
Comets rolled to a 16-4 advantage. 
However, the 
Mounders 
finally 


solved the mystery with a fast j 
break and at the end of the period, | 
trailed by two points. 2S-26. 
! 


However. Newman, paced by | 


Marty McGinn who collected 13-12 J 
for 3S points for the nigh:, contin- • 
ued to hit while the Mounders 
cooled off in the second period as , 
Newman gained a 53-19 halftime 
lead. 
i 


Newman had troubles in the third j 


Score by quarters: 
Mt. Morris ...26 13 
Newman ..... 28 25 


12 21 
" 21 
81 


Another European 
Makes U. S. Debut 


By The Associated Press 


Most of boxir.g's new talent is 


period, getting lust seven points. ! co~;ng. frorn Europe these days. 
but the Mounders could pick up , Another newcomer." Italv's Ar.gelo 
only five extra points as Newman P^-sci- mz-fe9 his U. S.' debut to- 
maintained a 60-15 third per.od -jg.--. ag-a-;-s; scrappv Peter Adams 
edge. 
of Nev.-ark, N. J-, in the main 10- 


Little Eight 
At Ohio Set 
For Tuesday 


Polo Hosts Aces; 
Amboy Travels to 
Franklin Grove 
Tournament play still rules 


the roost in the Dixon area 
basketball schedule this week 
with three tournaments set 
for action. 


The Walnut Blue Raiders move 


nto Big Four competition tonight 
against the high flying Princeton 
Tigers at 7 p.m. while DePue takes 
on Hail Township at 8i30 p.m. All 
:ames in th« three day meet are to 
be played at Walnut higa school. 


Wednesday, Walnut tangles with 


DePue at 7 p.m. and Princeton 
meets Kail in the night cap. The 
final round is set for Friday with 
Princeton meeting DePue at 7 p.m. 
while Hall and Walnut clash at 
8:30 p.m. 


The Ohio Bulldogs host the Little 


Eight conference tournament start- 
ing Tuesday. The Bulldogs take on 
Wyar.et, a club Ohio has split with 
in two games, at 8:30 p.m. while 
Neponset and Maiden meet at 7 
p.m. 


Seek Third Win 


On Wednesday, Buda meets Shef- 


field at 7 p.m. and Manlius battles 
t h e Malden-N e p o n s e t winner. 
Thursday night, the Ohio-Wyanet 
winner meets LaMoiUe and Bureau 
takes on Tiskilwa. Semi-finals are 
set for Friday with the finals on 
tap for Saturday. 


In non-tournament high school 


games Tuesday, the Ashton Aces 
will try to make it three in a row 
over Polo on the Marco floor. The 
Aces hold victories over Polo at 
Ashton and in the finals of the Polo 
tournament. 


Amboy shoots for its third win of 


the season at Franklin Grove while 
the Wildcats will be after win num- 
ber two. 


Pawpaw takes on Sandwich in a 


non-conference game at Sandwich. 


League Action 


In conference action. Byron will 


be at Winnebago and Leaf River at 
Pecatonica in Route 72 conference 
Diay while St. Mary's is at Betten- 
dorf and Morrison visits DeWitt in 
Hlowa action. 


On the grade school level. Lee 


county fives swing into action Wed- 
nesday in the Indian Trail's con- 
ference tournament at Shabbona 
with defending champion Amboy. 
Shabbona and Compton listed as 
the top teams. 


In 
Wednesday 
night 
action. 


Franklin Grove will play Shabbona 
at 7 p.m. and Lee Center will meet 
Compton at 8:15 p.m. 


Thursday. 
Ashton 
meets 
the 


Shabbona-Franklin Grove winner 
ar.d Amboy takes on the Compton- 
Lee Center victor. There are no 
games scheduled for Friday but 
the finals and consolation will be 
played on Saturday. 


IT MIGHT BE THE MIDDLE cf basketball season, but baseball is 


coming back into the headlines. The ir.a;or leagues are busy signing 
up players for next year and the Little Leagues are beginning to re- 
organize for the 1955'season. 


Here in Dixon. the Junior Chamber of Commerce ha* 


named its new committee for the coming i»ea.«»on. 
Ed Mc- 


GraXh has been appointed chairman of the summer program 
with Lu Sutton and Bill Alexander on the committee. 
Raj- 


Price, Jr., Paul Xusbaum and Bus Egler, members las>t year, 
will assist. 
SOME MODIFICATIONS MAY BE MADE this year, according to 


a report given to us today. 
But for the most part, the league will 


continue to function along prescribed Little League regulations the 
same as last year. The local program, however, again will not be af- 
filiated with the national group. 
* 
* 
* 
* 


THE PROGRAM, WHICH RECEIVED THE APPROVAL of ::.• 


Dixon Park Board as an outstanding achievement, will again be set u:- 
to handle all boys attending Dixon schools. 
Enough teams v/ii: K 


formed to give every boy who wants to play, a chance to show his stuff. 


It i-* expected that there will be" an increase in the number 


of major league t^ams. Last year, four were organized on a 
trial basis. It was a success, so more teams probably will be 
added. 
AN ENCOURAGING POINT has been the number of men wh., have 


volunteered to manage major league teams. Except for the fact tr.at 
minor league teams must play in the afternoons, there would probably 
be managers for those teams. But most men are unable to get away 
for afternoon games. 


While the current subject is J. C. baseball, there is a 


rumor in the air that a Little League football program will b<? 
be formed in the fall. 
Little action has been taken on this 


idea, but we understand that there ha» been talk on the subject. 
* 
* 
* 
* 


The Rock River Valley Boat Club will meet at 7:30 p. m. 


Tuesday night at the home of Bob Wilson, 912 Cooper Ave. 
Princeton Beats 
Clippers, 64-44 


PRINCETON—(Special)—Amboy's Qippers became 


victim number 15 for the Princeton Tigers here last night as 
Princeton rolled to a 64-44 victory over the Clippers. 


Paced by 6-8 Joe Rukiick, the , 


Tigers rolled to a 17-4 first period j —. . 
_-, 


lead and increased it to 39-10 at j Olgf F OUT. 
halftime. Rukiick collected 20 of j 
his team's 22 points in the second 


Nielsen Beats 
Santee Easily 
At Philly 


WASHINGTON (JU-Gunnar Kiel- 


sen and Wes Santee each predicts 
he'll break the world indoor mile 
record this winter—and each will 
have plenty of chances in a pro- 
traeTed duel set up for the eastern 
boards. 


With a victory apiece, they'll 


meet again in Boston Saturday. 


Nielsen made Santee look bad in 


winning the Washington Evening 
Star gajr.es mile Saturday. The 
Dane bea: the Kansas star by 15 
fee:, pulling away jn the last lap 
as :f Santee were standing still. • 
The night before at Philadelphia, 
Sar.tee came home eight yards 
aheai. 


Nielsen sai-i he was sure he'd 


.--•A-.r the record of 4:03.3 set by 


Sw.ee called his Washington de- 


fea: "just one of those^breaks" and 
complained that the pace was so 
s'.-fA- he had to take the lead far 
too early. 


Nielsen was clocked in the bril- 


liant time of 4:0&.5 over the slow 
fia: track at the National Guard 
Armory. That time lowered the 
rr.ee: record by nearly four sec- 
onds but Nielsen said he should 
have clone a. lot better. 


Bob Mcllillen, second place 


finisher in the 1500 meters in the 
1952 Olympics, finished 15 yards 
behind Santee in third place. 


All told, six meet records fell in 


the Star games, the most signifi- 
cant being the mile and the pole 
vault, won by the Rev. Bob Rich- 
ards, who went over the 15-foot 
mark for the 6ist time in setting 
a record of 15 feet, 4 inches. Don 
Laz, who couldn't break 15 feet 
Saturday, held the old standard at 
15 feet, 3 inches. 


quarter. 


The Tigers started the second 
PHILADELPHIA 
The lead- 


team in the third period and Am- ers of the Canadian Rugby Union 
boy proceeded to "close the gap. i 'Big- Four) and the National Foot- 
outscoring the Tigers. 20-4 to trail, j ball League predict a further at- 
43-30 at the end of the quarter. 
! tempt will be made to end the 


Princeton's 
first 
team 
came j player contract disputes. 


! back in the final period and out- ; 
nfhe hassle concerns the signing 


j scored Amboy. 21-14. 
J of players already under contract 


I 
Rukiick was the team's leading j or on option to a club in the other 


scorer with 7-16 for 30 points while i organization. 


Basketball 
Calendar 


MONDAY 


BIG FOUR TOCRXEY 


At Waint 


Walnut vs. Princeton. 7 p.m. 
DePue vs. Eatl. 3:30 p. n. 


TUESDAY 
EIGHT 
At Ohio 


^epcr.set ~s. Maiden. 7 p. 
Ohio vs. W> ar.e:. *:2Q p. 


ROCTE 72 


Leaf H.ver at Peca.tarlcA. 


The Mcunders got within three . rcurder a- Xe-v York's St. Nicholas 


points in the final period before : Are-3 
failing back to a r.ir.e point deficit. , jJeMont 


Bill Lundhoim again paced the j s-2rUn2. at 9 p-iri_ c^-j- 


Mounders with 11-2 for 24 points ' 
B 


while Bill Noonkesser had 8-5 for 


telecast the bout 


21 points. 


MT. MORRIS — Lundhoim 


Xoonkesser. 21; Highbarger, 


Sports in 


Brief 


Brlsci is a 26-year-old middie- 


-.veisht with, a 29-5-4 record. 


3 Matches 
For Matmen 


Dick Huit had 7-0 for 14. 


ilartin Mihm and Rich McCaf- 


frey led Amboy with eight points 
'• 


each. Dan Keller.. Jrhn Anderson 


Ralph Cooper of Hamilton. Ont., 


won the preliminary 


four other Canadian representa- 
tives me: with NFL commissioner 
and Stan Truckentrcd each had Ber. Beil Sa:Irday ^ a four hour 
sLx points. 


Princeton 


game. 54-44. 


Scoring: 
AMBOY— Keller.. 6: C. Koch. 
.,. jjjjlr,_ «*; Anderson. 6: McCaf- sooner. We want to. It is to our 
frey. S; Truckenbrod. 6: Fischer. ; best'interests. " 
4: Lyons. 4. and D.Koch. PRINCE- ' 
Bell said. "We have come a long 


TON Finn. 4: Kult. 14: Rukiick. way toward burying the hatchet." 
30: Molen. 7: Flinn. 5: Keleher. 2; . 


j secret session. 


i 
Cooper said afterwards: 


j 
"We 
•R-il! come to agreement, 


possibly within the next month or 


IJLLOWA 
5^ iJarv's at 3e:iendor 
at D*V."tr. 


OTHER GAMES 


AMhton st ?o!o. 
A~bo- a: Fra.-.k::ri Grort. 
Pz^r-*" at Sar.ii-sr-.-fc. 
Ottawa at ilarseillea. 
5-tv^r.r.i at: t^snark. 
Sl-.^anon at 1-^ CarroIL 


DIXOX st StCTUnsr, 7:30 p. 


•>• Zu-":es~e Coddir.eton. ' f 
77 /"• 
/^ 


Dremann 
~ 
j Call CttgC 
GfUnC 


Score by quarter?: 
j r» 
lPni,rrJj 
Spl7« 


Amboy 
4 fi 20 14—44 
j i U/ M^UU^fl 
>JVll9 


Princeton 
1722 4 21—6i 


BASKETBALL 


SL. 3 — 5ver,*."-» « ? «-.'. 


A-brrse ^o ?.»= = "- 


v 


i ^ 
St. 
M!i 


~ 


UN1OX. Maine OP—A schoolboy 


basketball scheduled came here 
Friday ni^ht was postponed by 
roush seas. 


The North Haven High School 


team —from a Penob«oct Bay is- 
land 10 miles from the mainland 
—was imnblc to nlav T~n:on Hi>rh 
bfcanse thp turbulent water made 
boat travel impossible. 


Xerv.:--;••• -4. . 
Dixon's wrestling team has a J x c. s-.a:e T-; 
Paddv Young, a veteran on the'. 


comeback trail, and Tony Johnson. | busy week ahead of it with three 
3. y.-ung-5-.er on the rise, collided in meets scheduled. 
an ail-New York lisrht heavyweight 
10-r^under at Brooklyn's Eastern 
Parkway Arena tonight. 


I 
Telecast, by ABC-T\", is at 9 


I rs.m. CST. 


Forreston Loses 


Tuesday night, the Dukes will 


travel to Sterling in quest of re- 
venge for an earlier setback. The 
following day. Rock Falls will be 
at Dixon for a 7 p.m. match, 
Wednesday. 


Friday will be a full day in the 


Dixon gym with the niafmen host- 


Star.fcrJ ? 


Car-"- i: 
LEA? 


(O. 


:AF RIVER —''Specian— For ling the Geneseo club at 4 p.m. and 
second straight year. Forres- then the Dixon basketball 
team 


will er.tertain the Maple Leafs in 


..j; .'•""*'.' (,\... _v ___ , 
" " ' " 
t •""" 


tor. finished second in the Route 72 
conference 
tournament. Monroe 


Center turned back the Cardinals. 


.-.w. <:•>•*•»• 


r~tr.:n>.':;?- «:. Vnri'la::* 54. 
s- O-.arPfs 71. W>i*vna M. A. 33. 
York 4* lyfT'!*" +°. 


the evening. 


The D'oke wrestlers have a 3-4-1 


4x7.--. -;- the cha.:r.t>ior<?h-.p game j record for the season- Agoing into 
?v.ti7diy night. Last year. Forres- 
ton was upset by SUllman Valley. 


the match with Sterling Tuesday at 


P 


NCIC Box Scores 


Mnidnta <«11 


n. T. 


Mahnn 
9 2 
I 
O 
Bro« 


w 
Brown 


Hall 


Prok :p 
Ba'.'.ird 
Ma-- 
Kss-r. 
Mnuf.r.o 


F P. 


5 5 4 


Totals 
25 11 2« 
Totals 


Rrr.rp by quarifrs — 


7.-do!a 
11 12 


Hail 


V rt!n 
C -v.bs 
I. -HP 
v.'-ihmd 
fi-irrtty 
J Trnbi 
llonrv 


13 
18 


21 -«1 
17—64 


O. F. P. 


Hark F«1N (67) 


F 


1 5 
3 5 
0 1 
0 
f) 


0 2 


Smith 
.\>:irkorn 


RubrtKht 
Johnson 


4 0 2 


0 
.1 


1 7 
7 7 
r« ^ 
b o 


Score by quarter*— 


Or 
, . 
. 


Rock i'aJU ..,..^..j.. 


[£WSPAP£RflR 


TotaJn 


20 
22 


22 2!! 19 


17 
17 


G F P. 


F- rn 
6 3 3 


T -,r. 
O 
S 
S 


H-ikUck 
13 5 
3 


Hu't 
3 0 2 


M">n 
0 0 1 


K?l«-h»r 
1 0 3 


Tota:« 
23 11 15 


?cnrr by quarters— 


Mutton 
EwaM 
Larron 


Mershon 


9 
15 


17 
12 


(S4> 
C. F. P. 
3 2 I 
2 2 0 
3 
1 
3 
5 7 2 
fi 2 3 
0 2 2 


19 IS 12 


9 12—57 
9 
S—54 


By the Associated 


ADELAIDE. Australia— Vic Se:- 


xas of Philadelphia breezed :nto 
the quarterfinals of the Austra- 
lian National tennis championships 
today with a 6-2, 6-0. 6-2 win over 


, Aussie Malcolm Anderson. 


I 
DENVER — Gardner Mulloy. 41- 
| year-old amateur tennis star, said 


I today he doesn't plan to resun-.e 


I playing in tournaments until "some- 
time this summer" even though a 
suspension handed him by the U.S. 
TC~7 
W*| 
1 
11 f\ 
*^M.^M. Z-m^ 


M* Tennis assn expires March ^ ^BT\7 KOChelle UllUltet Ul 


C H I C A G O —Southern filir.ois j ^ — 
* _ 
-.-, 


moved into a flrst place tie in the • _ u ~ / f | l I^gC ffv r PPPflOFT 
HAG Saturday with a victory over ; ^J9jm~t ,/ 
_LA_fOO Ivf 
J- J. V/V/|-fvrA l< 


previously unbeaten Western Hii- ; 
*• 


nois. 
I 
FREEPORT—(Speciali—A Rocheile five, physically tired from try- 


ST. LOOS— Infielder Solly He- ^ ,o f.o? Princeton on Friday, dropped its second game of the week- 


mus and pitchers Tom Poholsky. , ^ 
SatUrdav when Freet>ort "rolled" "up a big. first period lead and 


t>a,,1 T t>r>o1rvii» and Rnhhv Tlpfen- 
"gained a 55-49 decision over the Hubs. 


Showing the effects of a hard 


battle the nisrht before, the Hubs 


Otto,w» (M) 


G. >. 


Mtckpnstock a 
M»rtln 
1 


Waring 
5 


Love 
1 


P. 


4 
3 


9 5 
3 4 
O 


I,«vonk» 
Grwnncra 
Hanson 
Cook 
VanMeter 
Dertlncer 
Bonrtlmnn 
Jarh^on 
I'lsott 


G. P. P. 
7 3 5 
3 1 4 


n n 
o i 


TotRld 
IP 22 IS 


flrnrn hy quartfru — 


n»Knlb 
12 12 


OIU.W* ..j...» U 20 


Total. 
25 13 25 


17 


& 


15 
3—*3 
ft—60 


, HOTKEY I.E \GITE 


SrND\T"S RESULTS 


X«w T^rk :. ?.-=--r 0. 
rr-r^:t 4 TT-r.f '". 
IC-r-.r-a: 5. C-.caro C 


t\Cubs Sig?i Tiro 


' 
CHICAGO .? — L-.fielders Eddie 


Mik.-.s and Vem Morgan today 
became the 13th and 2!th Chicago 
Cubs to sism their IC54 contracts. 
| 
r.Iiksis. 25. is a 10-year veteran 


i in the rna;crt. batted .212 In S3 


• sa~.es last season. 


,; RANCH STYLE FURNISHED APTS. 


Idea! Fiorida vacation—Atlantic Coast—!20 


~ miles north of Miami. Completely furrv'shed 


•"-^•j one-room Efficiencies, kitchen, iixing room, 


" -".": 
dining area, tiled batnroom. One bed- 
room Apts . . .Two bedroom Apts ... 
-/ Hotel and Motel dot*!* room* . . . 


Paul LaPalme and Bobby Tiefen 
auer. signed Cardinal contracts to , 
give St. Louis a total of 13 players i 


m the f°W' 
Bo]t 
; fell behind. 19-8 at the end of the 
SAN DIEGO — Tommy 


shooting 14-under-par for 274. walk- 
ed off with first place money in 
the San Diego Open golf tourna- 
ment. 


TAMPA, Fla.—Babe Zaharias of 


Tampa tired badly at the end but 
held on to win the Tampa Open 
golf tournament. Sunday. 


ARCADIA, Cnlif. — Jorfcev Ray 


York, booted Detprmine into the 
winner's circle in the 19S4 Ken- 
tucky Derby, has bcpn nnrned for 
th« George Wooif Memorial trophy. 


tsrst period and 2S-S after two min- 
utes of the second period. 


At that point, Rochelle began an 


uphilj fight that brought them to 
within three points of a tie late in 
the final period. At halftime, Ro- 
chelle had cut the lead to 32-26. 


Both clubs scored 13 points in the 


third quarter and 10 points in the 
final period. However, in the final 
quarter, Rochelle had moved to 
trail by three points before falling 
behind by six again. 


Austin with S-3 for 19 points, was 


high for Freeport while Bob Detig, 
with 6-1 for 13, and Bill Larson, 
with 6-0 for 12. were high for Ro- 
chelle. 


Scoring: • 
ROCHELLE—Hill, 9; Mutton, 2; 


Ewald, 8; Detig. 13; Larson, 12; 
Heron, 5; Mershon, Orman and 
Rush. FREEPORT — McDonald, 
8; Spahn. 7; Lfing, 3; Smith, 16; 
Austin, 19, and Hill, 2 


Score by quarters: 
Roohplle 
8 18 JS 10 
49 


Freeport 
19 U U It H 


recreation. Bring tne children. 
v?f^f"j£*——" 
' ice - i i i u i ! cui ca tivu. 
wifiit^ 
.t)tr wuwcii. 


g~J /f-i^?^. Florida's finest bait casting, deep sea fish- 


ing. Shops, restaurants, nigh+ clubs, golf. 


Rates include FREE use of 


Swimming Pool — Shuffleboard 
Private Atlantic Ocean Beach 


Fishing Dock — Cfeidren's Playground 


WRITS TODAY 


FOR RATES AND 


INFORMATION 


FURNISHED 
APff. 


50 
wk. 


Until March 23 


VlUAGt 


The }teor Round "Resort ~ 


R: Pierce Beach, -Florida 


Hank 
Henry 
Looks 


at 


Sports 


Ned Sack was back in town by 


the middle of last week after hav- 
ing been eliminated in the All-Stat 
Bowling Tournament in. Chicago. 


jd did very well considering the 


"fast company" in which he was 
bowling. Ned averaged 194 for all 
his games which is very creditable. 
But Ned was bowling among the 
top 160 bowlers in the country, and 
194 wasn't quite good enough. We 
in Dixon are proud to have had a 
local representative 
in the big 


tournament and feel that Ned did 
credit to himself and to Dixon, 
Here's to your successful qualifying 
for the b:g tourney next year. Ned: 


We've just received another ship- 


ment o: today's hottest-selling suit 
—the CHARCOAL GREY FLAN- 
NEL. It's 100 percent worsted flan- 
nel tailored by PHOENIX with two- 
button, narrow-lapel, split-tail and 
flap-pocket styhng. You should see 
you in a charcoal grey! 


From reports, the Dixon Dukes 


played a fine second half against 


erl:r.i. 
It s encouraging to see 


ys l.ke Rudy Ga??er? Joe Cash- 


ing. Gary Reeder nnd Pat Keman 
conning along to p;ck up the slack 
when D^r. Nafzxeer is checked. As 
high sch'.ol teams go tr-day, the 
Dukes are short in height; but 
they're played every team that 
has beaten them right down to the 
wire. 


After tonight sports fans should 


have son:e idea as to who has the 
power in Big Ten basketball, for 
here are s^rr.e crucial games on 
tap—particularly the Northwestern- 
Minnesota garr.e to be played this 
evening in Minneapolis. Fred Hof- 
mann stopr-fr-i .n Saturday after- 
noon shortly after the Northweat- 
em-Iowa game. As S"X>n aa I saw 
him. I knew Iowa had lost, for Fred 
generally is "long gone" when hU 
Aima Mater mereiv "competed". 


This is the last week of our 


SEMI-ANNUAL C L E A R A N C E 
SALE. Many items have been even 
further reduced in price. It will 
pay you to look in on u», for If 
we still have your size, you'll find 
some wonderful buys. 
Hank Henry, Inc. 


"Smorffy 
1M Galena 


M«»'t W»«r" 


PIMM 


Let Want Ads Steer You Safely To The Best Bargains-Dial 2-1111 
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CLASSIFIED 


Me—yiammm Coast—15 Word» 


1 DAT ......T. 
* .90 


3 DATS 
1-80 


$ DAYS 
2"« 
Actual wort rales <e p«r »o«i 1 dsy: 
4e p«r won! 3 dars; 3c per word 6 


CIASS1FIED DISPLAY: 90e Cd. Incli. 
— 2 !sch ysnirxTTMn _ 


Ossified 
Display 
Must laclud* a 


mmre^nfr* oj one IS p&. head and oa« 
IS 
y<- sSezature, or its eqa!vale=j. 
3 is** of S pe. aCowed per IMS. 


CASH WITH CEDES en * 
elasxrficalicns: 
Personals — Wasted to Rest 
Sltuauocs Wanted 
Business Opportunities 


CLASSIFIED 
DEADL.'.<E 
Moadsy ttra Friday 
9:30 a. sa. 


Saturdays 
9:00 a. SL. 
(Al! Classified Display Musi Be in by 


30 M:su:es Prior to 


Blind Advertisement Cbarz* 25e 


The Dixon 


Evening Telegraph 


Wia b« responsible for on* 
insertion onlr. 
PHONE 2-H11 


REPLIES 


At 10:00 a. m. today the 


following Telegraph Box- 
holders have replies in 
their boxes: 


78, 89, 90 


and may have by calling at 
office. 


AUTOMOTIVE 


A fine selection ot used cars. 
Expert body and fender repair 
Zeieh Buick Co. 
110 N. Galena Ave. Phone 2-0151 
Open evenings & Sunday mornings 


See The Al! New 
'55 WILLYS 
passenger cars now on display 
Frank Perry- 
Motors 
E. River Road, Dixon, HI. 


C. MARSHALL'S 
DeSoto - Plymouth 
800 N. Galena Ave. 


SEE - 
The New 


1955 
RAMBLER 
HEMMINGER NASH 
316 Hennepin Ave. Phone 2-8461. 
'53 Pontiac 8-cyl. Chieftain deluxe 
4-dr. sedan, fully equipped, low 
mileage, can be seen at 126 W. 
Division. Amboy. 


Dixon Tire Mart 
368 Everett St. 
Dixon, HI. 
Dixon's Only Complete Tire Shop 
Recapping and Vulcanizing 


*48 Kaiser S10 down. S10 per week. 
CAMPBELL & WILLIAMS 
Open Wednesday and Saturday 
Evening Till 8 p.m. 
Sunday by Appointment - 


Your Friendly Olds. Dealer 
TRADER MOTOR SALES 
212 Hennepin Ave. Phone 3-8881. 


For the Finest 
And 
Largest Selection 
~~ 


Of 
Used Cars 
It's 
HARRISON MOTOR SALES 
Chevrolet - Cadillac 
Peoria at Everett 
Dial 3-1551 
Open Daily 8 a.m. to 8 p.m. 


HOMES 
1918 W. Third St. 
Phone 4-8011. 
Modem Spaces - Trailer Sales 
Whether you've something 
to sell or to rent; whether 
you're looking for a job or 
someone to give a job to, 
you need a 
Want Ad NOW! 


Dial 2-1111 for an 


Ad-Writer 


AUTOMOTIVE SERVICE 


Dixon 


One-Stop 
Brake Dept. 


Gives You 


Safe 
Sure 
Stops 


on 


BUDGET TERMS 


Losing rent money? Stop that 
leak by placing a For Rent ad in 
the Telegraph today. Phone 2-Ull. 


YOUR CAR 


Does It Need 


Wheel Alignment I 


and Front End 


Check-Up? 


"LAVELLE REYNOLDS" 


Is Our "Bear" Factory 


Trained Expert—He 


Knows His Stuff 


Terminal Pontiac 


Across from High School 


Dixon, m. 


EMPLOYMENT 
MALE HELP 


SALES 


POSITIONS 
AGE 21 - 45 


Exceptional Opportunity 


WITH A FUTURE 


3 MEN 


To average over $150 per week. 
To Qualify: Must have car; good 
background with average intel- 
ligence; bondable; free to trav- 
el 111. 5 days per week. Must be 
alert, highly sociable, ambitious 
and responsible. You will be 
given a "complete and success- 
ful training program, expenses 
paid—-S75 per week guaranteed 
co start. You will be selected for 
advancement to key manage- 
rial positions. Your future and 
security assured. This is a life- 
time connection and a chance 
of a lifetime if you have what 
we want. 


SEE MR. RADCLEFFE 


6 to 9 p.m. Wednesday, Jan. 26 


Hotel Miami, Sterling, HI. 


We have opening for a production 
Arc Welder. Phone Oregon 451 for 
appointment. Wood Brothers. lli 
miles South of Oregon on State 
Rt. 2. 


JUSINESSJO^RTUNITIES 
Men and Women wanted as Raw- 
leigh Products Dealers. Pleasant 
and Profitable. Be independent. 
Contact LeRov D. Condifi Your 
Rawleigh Dealer. 502 W. Third 
St. Sterling. 111. Phone 3471. 


Be independent - take this step 
forward to financial success and 
independence. Own a Western 
Auto Associate Store. Good loca- 
tions available. We train you. 
Cash investment required. See, 
phone or write Western Auto Sup- 
ply Co.. 4116 No. Union BU-d., St. 
Lottis 15, Mo. 


HALLICRAFTERS 


TV 


Sales & Service 
See the difference 
NOBLE T.V. 
Ph. 4-5054. 


Basement digging, fill and black 
dirt. Road rock, limestone, trench 
silos. Dump truck work. 
Clarence Martin. Dixon. Ph. 4-0821 


Fruit trees trimmed. Have it done 
now. 
Custom chain sawing, oak 
fireplace wood. Phone 2-3774. 
Pietsch Tree Service 


CESSPOOLS. Septic Tanks 
and Sewers Cleaned. 
Bob Hazelwood 
Dial 2-3282 
832 Chestnut Ave. 


LUBRICATING and WASHING 
For a good lubricating or a good, 
quick clean wash job, leave your 
car with us. 


Newman Motor Sales Co. 
Mobil gas Phone 2 0271 Mobil oil 


Excavating 
and Gradins: pf all kinds. 
Sewer and Drainage Ditches 
End Loaders and Truck Crane 
Service 
Murray E. Wentling 
Phone 3-81S1 


CESSPOOLS, septic tanks 
and 
cistern cleaned. 
Frank Kemp 
iiarriet Ave. 
Dial 4-3S99. 


R & S RESALE CORPORATION 
Scrap Iron and ?.tetals 


Phone 476 
Sterling. HI. 


Ad to reach the finder: 
Folks who find thinei- consult the 
Lost and Found column at once 
to see if it's advertised. When the 
an.sv.-er's "ves." thev know how to 
reach the owner, are cnco'oraged 
to do so. 


DO YOUR FRONT WHEELS SHLMMEY? 


DOES YOUR CAR PULL RIGHT OR LEFT? 


DO YOU FIGHT THE WHEEL? 


If so 


Let "DOC MYERS" Align Your Front Wheels 
Motor Tune-Up, Frame Straightening. Welding 


DiXON ONE-STOP SERVICE 


FARM STORE—UDstairs 


S325 


PER MONTH 
PLUS BONUS 


One of the fastest progressing 
companies irt its field will have 
a 
representative 
interviewing 


men who hold the following 
Qualifications: 
" 1. Age 21-45. 


2. Own automobile ni good 


condition. 


3. Willing to be away from 


home Monday through Fri- 
day. Home every weekend. 


4. High school education. 
5. Available for immediate 


employment. 


TRAINING. No experience is 
necessary. Thorough training 
is given by company and pay 
begins with training. 


Interviews 


WEDNESDAY. JAN. 26th 


10 a. m. to 3 p. m. 


MR. ELLIOTT 


Illinois State Emplox-ment 


Rock Falls, Illinois 


Wanted: Two jieat aggressive men 
with cars to contact rural custom- 
ers in Lee and adjoining coun- 
ties. No selling- experience neces- 
sary. We fully train you. Age no 
handicap. Average earnings 53.00 
per hour. See R. R. McCabe, 
Tuesdav and Tuesday evening, 
January 25th. Dixon Hotel. 


Wanted: Trucks 


With Drivers 


Fairly late model C.O.E. 
tractors, such as Ford 
C 600. CMC 450. or larger. 
Hauls consist of farm trac- 
tors and machinery. We 
furnish trailers. Can put 
you to work immediately. 
Write L. R. Jenkins or E. 
~X Spinks. Diamond Trans- 
portation System, Inc.. Ra- 
cine. Wisconsin, for full in- 
formation, or call 4-1936 
for 
appointment if you 


want to talk this over per- 
sonally. 


"Established territorv open for 
experienced wholesale salesman. 
Car required, send complete re- 
sume of vourself to P.O. Box No. 
670. Gaiesbur?. Illinois." 


HAVE OPENING 
j 


in sales promotion work for j 
men with sales ability with j 
or without experience. 
| 
i 


Rockford Coca 


Cola Bottling Co. 


1120 First Street. Dixon 


Phone 2-9431 


FEMALE HELP 


j Experienced waitress wanted. AD- 
i plv :n person at Manhattan Cafe. 


I 


I 


Thre° wimen for telephone work, 
excellent 
eaminss. ' temporary, 


gi'ou hyurs. Annlv Hotel Dixon, 
Ron Lpr^e.- after 12;f>-"t Monday. 


SITUATIONS WAXTID 


Children to rare for bv the week. 
Would s'so Ii-:e to do soir.e iron- 
ir.srs Phc.-ie 2-6457. 


Wanted: Man or woman, full or 
part time, to book orders for 
our spring line of ladies' and 
mens' wearing apparel. Sample 
case furnished. Write or contact 
Real Silk Hosiery Hills, Inc.. 
Room 308. Cutler Bldg., Rockford 
Illinois. Cecil Ochiltree, Br. Mgr. 


DO YOU WANT TO MAKE 
MONEY IN YOUR SPART TIME? 
FIRESTONE STORE 


NEEDS 
COMMISSION SALES 


PEOPLE 


for outside sales work in Lee 
County. Full or part time. Excel- 
lent compensation plan. EXPER- 
IENCE NOT NECESSARY. Over 
4.000 top Quality items to sell. 
W* furnish training material. 
Apply Dixon One-Stop Service. 
106-114 Peoria Ave. 


Livestock hauling to Chicago 
Hartford Insurance 


Wm. Law and Jirn O'Brien 
Phone 3-5241 or 2-2148 


Livestock hauling to Chicago 
Hartford Insurance 
Dick Shaffer 
Phone 2-9251 
1107 Henderson. 


CORN SHELLING and 
LOCAL 
HAULING of all kinds. Charles 
Emmert. Phone 2-2SS3 Dixon. 


Artificial Breeding of Dairy 
Cattle. ABS proved sires. 
C. Crownhart 
Phone 2-6342. 
Route 1, Dixon. 


FEED AND GRAIN 


^-^-V^s*.•~^-^--^^^^»>^-~^^^~^^^-'^-•^-•~^-' 


Some good baled Alfalfa hay. E. R. 
Buck a n d 
Willard 
Simpson, 
Franklin Grove. Phone 87200. 
Choice baled alfalfa, clover and 
mixed hay. Also baled straw. 
Made without rain, stacked, easy 
to load. Harold Brantner, Dixon 
Phone 2-3119. 


FERTILIZEB 


82% Nitrogen fertilizer. Anhydrous 
ammonia 9c per pound plus ap- 
plication. Phone 
3-269S Dixon. 
Charles and Wayne Hummel. 
Spread ROCK PHOSPHATE or 
SUPERPHOSPHATE Now. Mater- 
ial on hand at all times. John R. 
Spencer, Dixon 3-3244. 


LIVESTOCK^FOR^ALE 
" 


29 Purebred Herefords; 7 register- 
ed Angus bred cows, ready to 
calf: 1,000 bales alfalfa-clover 
hav. Phone 9-2111 Rochelle. 
To quickly sell livestock, produce, 
implements or anything else that 
goes with farming, use Classified 
ads in The Telegraph. They reach 
ready buyers without delay! 
ror Sale: 75 head native bred 
ewes to lamb in April. 
Ralph 
Mehlbrech, Phone 2022. Compton. 


Brookville Sale Bam 
12 Noon Every Wednesday 


Wehmeyer Bros., Auctioneers 
Phone 2331 Brookville (Collect-) 


I want to sell mv herd of Holstein 
dairv cows. Phone 329W3. Ralph 
Krok. Mt. Morris. 


FOOD 


For better fresher 
candy and salted cuts 
you can do better at 
CLEDON'S 


For Sale: Fresh goat milk from 
blood tested goats. Call 3-2864. 


INSTRUCTION 


MOTEL CAREER FOR YOU 


MEN, 
WOMEN and COLYLES to 
train for MOTEL Management 
and Operation. Only matured will 
be considered. Age 25-59. Write - 
NATIONAL MOTEL TRAINING, 
Box 92 c-'o Telegraph. 


LEARN WELDING for b% pay op- 
portunities. Easy to train, spare 
time. Complete instruction in arc 
and acetylene welding. Get FREE 
facts. Utilities Inst., Box 83 c/o 
Telegraph. 


WOMEN! HELP FILL 


THE NEED 


FOR PRACTICAL NURSES 
Easv to leam at home, spare 
time. Good pay. Many earn while 
learning. No high school required. 
Lniormation FREE. Wavne School 
of Practical Nursing, Box 94 c/o 
Telegraph. 
____ 
__ 


Lost: Black Cocker Spaniel. Chil- 
dren's pet. Reward. Phone 2-8071. 


Now is the time to buv that piano. 
We have an excellent selection to 
choose from. 
WESTGORS 
Across from Wards 
Buy with confidence. 


DON'T HIDE TALENT! Let MIL- 
LER'S teach you or your children 
to play an instrument easily, quick- 
Iv, in private sound proof studios. 
Instruction 
on all instruments, 


piano and accordion. Call 2-7861 
TODAY. 
MILLER MUSIC STORE 
Every Inch A Music Store 
103 Peoria Ave. 
Dixon. 


POULTRY 


Switch now to Stouffer Farmer 
Friend Multi-Egger 424 and White 
Le}C"prns for more and better 
cuality eggs and more profits. 
See vour local dealer or write 
for free circular. Stouffer Farm & 
Hatchery, Mt. Morris, HI. 


BABY CHECKS, Pullorum — Ty- 
phoid clean Hv-brids and all pop- 
ular breds. Big early discount. 
Miller's Hatcherv. Phone 46 Lan- 
ark. 


PUBLIC SALE 


PvOE'S CONSIGNMENT SALE 
At Sale Barn 1 mile East of 


GHANA en Route 64 
Tuesday. Jan. 25th. 12:30 
Usual ran "of dairy cattle, several 
yearling Holstein heifers, breed- 
ing- bulls, stock and butcher cat- 
tle of all .grades, veai calves, feed- 
er pigs all sizes. Butcher hogs, 
boars of all breeds. Sheep and 
lambs, merchandise. Bring your 
veal calves in earlv. A good fnar- 
ket. 
ROE and GENTRY, Auctioneers 
Call Oregon 9355 for track. 


Several gnod Spotted Poland China 
boars for sale. Ray Shank, Rt. 1, 


! 4 room unper unfurnished apart- 
An.snis bull for sale. Russell Wilson I rnent with bath. All utilities' fur- 
Polo. Rt. 1. 
nished. Phone SS-954. 


Sixty feeder pisrs: 1 purebred Po- 
land China boar. Lcweli Stoudt, 
Eidena blacktop. Phone 3-2734. 
NOT A CURE-ALL, but-a simple 
effective combination of ingre- 
dients that have been proven 
safe and sure. Use SOCOSE and 
AYTREM at our risk. You can't 
lose and we know you will get re- 
sults. 


Clavton Rhodes Feed Serrfce 
117 Peoria Ave. 
Phone 3-93S1. 


Feeder Pi^s for Sale about 40 Ibs. 
delivered. 75 head and uo. Harold 
Terrien. 125 S. Webster. Depere, 
Wisconsin. 


SALE 


3 office room to rent. Can have 
anv number. Write Box 95 c/o 
Telegraph. 


One 
room 
light 
housekeeping 
apartment. Inquire at Reynold's 
Groverv Store. 
Modem 3 room unfurnished apart- 
ment. Phone 4-5222. 
BARGAIN-MINDED? Read Clas- 
sified ads for bi? values in real 
estate, cars, merchandise. 


PERSONAL 


I will not b? responsible for any 
debt* other than my own. 
Louis H. Koechig. 


CASH 


L 
O 
A 
N 


S 


$100 


$200 


up to 
$500 


COMMUNITY 


LOAN 


CORPORATION 


96 S. Galena Ave. 
PHONE 4-1051 


Mr. Nagle, Mgr. 


SPENCER individually 
designed 
suoports and breast supports. 
Ruth E. Brown 
Dial 3-9331 


CASH 


FOR 


INCOME 


TAX 


Pay Bills or Miscellaneous 


Expense 


STOP IN OR PHONE 


CHUCK 


Loans $20-$500 


Under State Supervision 
Northern Illinois 


Corp. 


2061.2 W. First—2nd Floor 


Phone 3-1681. D. C. Kruse, Mgr. 


USED FURNITURE VALUES 
NEW carpet samples, \-alues to 
S15. S6.95: Odd chest -55.00; g-piece 
diniziff suites S29.95. S75; 2-oiece 
living- room suites 525. S39.50: 
S59.50: odd lounge chairs S5. S10, 
Slo: mapie bunk beds $29.95. 
Terms available. AMES FURNI- 
TURE CO. 


B'lv A BETTER Used Car Now 


2 room furnished apartment. All 
facilities furnished. On bus line, j 
Phor.e 4-2013. 


Detroit bottled ?as table top stove, 
in eood condition. Price S15. Ph. 
3-5671. 


SAlE-MISaLLAMEOUS 


FOR SALE 
CO. WALL MAPS 
Dixon Evening Telegraph 


*F+^*~r*j*ij***?+~f\^**f***\^i^'*~**»«x^^v>-s/ 
SALE-REAL ESTATE 
NEW BUNGALOWS 
3 and 3 bedrooms, good locatici 
North side. 
P. X NEWCOMER & CO. 
Phone 4-1621 
Evenings F. M. Kness 3-7172 


2 and 3 bedroom modern homes. 
Several to choose from. East 
Dixon. 
3 bedroom home, close in. Buy on 
contract. 
* 
3 bedroom home, ready to move 
into, North side, a real home and 
a real bargain. (All Newi. 


Carl E. Plowman, Realtor 
124 Galena Ave. 
Phone 3-8521 
Mar* Kerz - 2-6431 


POSSESSION MARCH 1st 
80 acres with modernized dwell- 
ing and excellent barn. Double 40 
foot crib. Prairie soil in high fer- 
tility. Main road 1*2 mile from 
Route 30 south of Ashton, Owner- 
operator quiting farm. Also 16G 
south of DeKalb for possession. 
FRANK S. HART SONS 
2«1 E. Lincoln 
DeKalb, Illinois 


2 apartment income property. 4 
rooms, breakfast nook and bath 
in both apartments. All in terrific 
state of repair. North side loca- 
tion, large lot and double garage. 
4 room home, 2 bedrooms. West 
side location, $4.000. Will sell on 
contract. 


BOOS AGENCY 


4O4 Third St. 
Day or Evening phone 3-5864. 


FOR SALE: 5 room home with 
utility room, new heating system, 
oil heat, all rooms ne-.vlv fececo- 
rated including: new wall to wail 
carpeting in living room and din- 
ing room. Large living room with 
fireplace. 
Three porches, two 
screened. New roof and spouting. 
Large yard with picket fence. Lo- 
cated at 410 N. 4th Street. Oregon, 
Illinois. May be seen by appoint- 
ment. Phone 373K. 
5 room home on bus line. Reason- 
able terms, price $5,500. 
H. E. GERDES. Realtor 
Office phone 4-9411 
Evenings phone 3-6587 or 4-2831. 
7 room modern home with extra 


lot. 1U baths. 2-car garage. $10,- 
000.A. J. TEDWALL AGENCY 
Phones 4-0671. 3-4821. 3-2067 


For Sale. 5 room modern house. 
922 West Seventh St. S6.500.00. 
We now have the new 1955 Nation- 
al Homes brochures in full color 
of all floor plans and exterior 
design for all 1955 model homes. 
C. W. WOESSNER 
Dealer - Builder 
Phone 2-6313 
Dixon. HI. 


AS THE CROW FLIES — 3 miles 
North of Dixon—2-acre and 3-acre 
plots with frontage on Route 52. 
145 acre farm 3 miles North of 
Dixon. possession March 1. 1955. 
512.000.00 will handle! Splendid 
income producer. 
"Have client wanting building lot 
with river frontage betv.-een Dix- 
on and Grand Detour." 
ALDEK F. HUNTER. Realtor 
106 W. River St. 
Phone 3-8221. 


NORTH SIDE 


2 bedroom home with sun porco. 
Living room, modern kitchen, full 
basement, extra lot 50 x 150, alao 
large 
double garage. 
Garden 
space fruit trees. This home can 
be bought for 511.000.00. Posses- 
sion in 30 days. 
L. J. WELCH CO. 
Phone 3-8171 


BRAND NEW 3 oedroom 
VS. 
home. 
Garage 
attached. Full 


basement. 
Oil he?.t. Near new 
school. 
Immediate 
possession. 


$16 500. 
JOHN W. KING, REALTOR 


Phone 2-4173 


IT'S GOT WHAT YOU WANT, 
modern living and income. You 
can walk to work from this dou- 
ble brick apartment bouse. 5 
rooms and bath down. 4 rooms 
and bath up. double grarage, full 
basement, oil heat and screens. 
all this and downstairs carpeted. 
$12.500! DOX'T LET THE PRICE 
FOOL YOU this double apartment 
house is a good buv. 3 blocks from 
town. 5 rooms and bath in ^each 
apartment, double garage,/ new 
furnace and water heater, can b« 
well financed. 
LISTINGS are part of our businesa 
let us list vour house today. 
HESS AGENCY 
118 E. Third St. 
Phone 2-0201. 


NOTICE OF CLAIM DAY 


Notice is hereby given to all per- 
sons that Monday, March 7. 1955, 
is the claim date in the estate of 
Barnett Wienman. Deceased pend- 
ing in the County Court of Lee 
Countv. Illinois, and that claims 
mav be filed against the said es- 
tate on or before said date without 
issuance of summons. 


Harry Wienman. Executor 


Alan M. Wienman. Attorney 
109 E. Washington, 
Bloomington. 111. 
Jan. 24. 31. Feb. 7. 1955 


ADVERTISEMENT FOB BIDS 
Sealed proposals for Additions 
and Alterations to the Student 
Union (College Tea Room) and 
Dining Hall (Cafeteria* Buildings 
at Northern Illinois State Teachers 
College. DeKalb, Illinois, will be 
received by the Teachers College 
Board. State of Illinois, at the of- 
fice of the Business Manager of 
Northern Illinois State Teachers 
College. Administration Building, 
N.I.S.T.C.. DeKalb, Illinois, on Fri» 
dav. Febraurv 11. 1955. not latel 
than 2:00 P.M. (C.S.T.K 
Separate proposals will be re- 
ceived for each of the following: 
Q» General Work. (2) Heating, 
(3) Plumbing. C4> Electrical Work, 
and f5i Food-Service Equipment. 


AH proposals shall be in accord- 
ance with the Drawings and Speci- 
fications, which mav be viewed at 
the office of the Architects. Schaef- 
fer and Wilson. 710 Peooles Bank 
Building. Bloomington; Illinois, or 
at the office of the Business Man- 
ager. Northern Illinois State Teach- 
ers College. DeKa'b. Illinois. 
Contractors may obtain copies of 
Drawings and Specifications from 
the office of the Architects. 710 
Peoples Bank Building. B!oom{ng- 
tqn. 
Illinois, and only from that 


office. 


Jan. 24. 1955 


KEWANEE WHEEL DISCS 
7. S. 9. 10 and 13-ft. 
3 Mode's on Displav 


See The New A-C Mounted Discs 


With Sr.ao Counler 
SEVERAL GOOD USED DISCS 
Dixon Or.e-StOD Service 
106-114 Peoria Ave. 


j 3 room r>artiallv furnished apart- 


ment. Water, lights, heat and pas 
furnished. Private bath and en- 
trance. 903 East Second S:. 


ELECTRIC MOTORS 
•4. to 6 H.P. - V Pullevs 
' Belts - Rubber Belting- 
Belt La^-.r.s: 
MASSEY'S 


ACE HARDWARE 


Phone 2-0511 


1945 J. D. Model "A" Power Trol, 
Ro".!-O-Ma;ic. 
G o o d 
condition. 


S795 CO. Ph. 3-269S Dixon, Charles 
Hummel. 


USED MACHINERY 
See Our Selection 


of Tractors and Ma^hinerv 


Before You Buv 


We Guarantee Satisfaction 
S. W. NAYLOR & CO. 


HAVE MORE PROSPERITY in. 
1&55. Use Classified ads to ir.ske 
ir.qnev: 
Caii 2-1111 for an ad- 
writer. 


Room and kitchenette, suitable for 
one 
<~.f two women. Phone 3-S331. 


Modem furnished aoartmer.t. on 
fiist fioor. Three rooms and base- 
ment Heat, hot and cold water 
furr.:?hed. Phone 4-2533. 


Modern 3 room second floor fur- 
nished apartment. Plentv of stok- 
er heat, water and all utilities fur- 
nished. 
N'o objection 
to small ! 
child. Phone 4-2222 


We need room for 
j 
Our new 1955 Frigidaire Products ! 
AH '54 floor models <speciallv priced 
HALL'S 
221 First St. 
2nd floor 


Arvin' T V 5149.95 


Channel 13 Antennas $5.59 
Western Auto Store 
Open Sunday A.M. 


IF YOU NEED AX ELECTRIC! 
IRON. HERE IS A REAL BAR- i 
GAIN! 
I 
Practically new iron, with non- j 
tangle cord. 
! 
Very reasonably priced for quick 
sale. 


PHONE 2-75S1 
after 5:00 p.m. 


Used gas ranges S25.00 


BARRIAGE APPLIANCE STORE j 
111 E. First St. 


TWO APARTMENTS, all modem. \ 


~ ible now, clc?e in. 
Phone I 


i 


LOOK 


. Yotir? Tf.rr.an desires part or full 
i fn-° cffice V.-.T'X Wi'.i do tvpnig: 
i :n TT-.V r.zrr.e. Ca:: 2-5022. 
i 
— 
^^ 


ll^ilv de^i'-os house work by dav 
: cr week. Pr.one 3-5931. 


AT 


Worth reu?atjns 
. 
For Sale ada 
sell it. For Sale ads sell it! For 
Sa'.e ads se'.I it: Tes. For Sale ada 
sell ;t — whatever it is! Refriger- 
ator, r,;?. bed. bicvcle. ward- 
r^be washer, anvthine at all! 


5 and 6 K P. Garden tractors. 
These nc>v trartcr? cerform manv 
tasks. 1? different attachments 
a\a::a.b!e. Only $:•? 00 deposit w-1: 
held the tractor of vour rhoice till 
Aziri'. :5f. No :r'"rrr. psvrr.ent, 


MONTGOMERY WARD 


McQiiloch 


Chain S*w Sales »jjd S»rvle« 


H«".le Luir.er Co. 
Pkor.e 430 
Oregon, El. 


MISCELLANEOUS SALES 


10—6'x*5'x3' 
souare. 
white 
hog 


ho-.:se.=. like r.ew at $25 CO a house. 


r or Rent: Sander.-, edgers. polish- j 


1 er?. steamers. Div.on Pair.t and ! 


Wailrjacer Store. Phone 2-SS61. 
j 


3 room unfurnished upstairs anart- 


102=5 K-.sr.'.zr.l Ave. Ph^-e 4-4512. j 
Sanaers. ecsers. Delivers, rollers i 
and do-it-vour.~el: ecuiprrient. 
Goral Brc? 
J21 Galena Ave. 
?h"ne 2-9231. 


Piano accordions, banjos, gruitars, . 
drains, clarinet, trumpet, comet, I 
violpins, Rims. Steel traps, electric ! 
se>vine machines, wrist watches; | 
chest of drawers, step tables: i 
record v>Iax-ers. 
! 
Zentz Used Store 
Rock Falls 
Ji 


New 1955 R C A. TV 
i 


17" 
S14? 05 
! 


21" Console 
S259.P5 
i 
Immediate Deliverv 
| 
HALL'S 221 First St. 
2nd floor, i 


CLOSING OUT 
SALE 


Having moved to Chicago, I will sell at the LEV! 
SEARLS FARM located I mile East of Amboy, II!., on 
the blacktop and *i mile north, on 
Wed., Jan. 26-12:30 p. m. 


29-Head of Cattle-29 


Consisting of: 15 registered Hereford cattle: 10 grade 
Hereford cattle, cows and heifers included; 2 purebred 
Hereford bulls; 2 mixed breed heifers. 


Machinery 


1 J. D. tractor with 2-bottom ground plow; 1 CC Case 
tractor and 2-bottom A very plow on rubber: 1 Int. 
mower on rubber: wagons: boxes: corn planter: culti- 
vators and 
numerous other pieces of machinery. 


Brooder stove and shop tools. Bee equipment. 
FURNITURE—Dressers, beds, tables, chairs dining 
room suites, electric refrigerator, chrome dinette set, 
Kenmore oil heater and numerous other articles. 


Not Responsible for Accidents. 


GEORGE SEARLS, Owner 


LE5 SPENCER and BOB PCKOFNER, Auctioneers 


E. F. BARNES. Cierrt 


Ynunsr f^uDle v.-rh rh:M 4 vears 
old c°sires 3 t'.vo b^dro^ni horr**. 


I Want '.'i rent or "n-;v 30 to 40 arres 
i of Dasture with" water. Phone 
; 4-2231 cr -4-2336. 


ORNAMENTAL IRON 
Custom Railings ar.d Columns 
WOLFORD WELDING SHOP 
512 Chicasro Ave. 
Ph. 3-S631. 
Free Estimates 


Fnnnv Business 
By Hershberjrer 


1—Used Furnace vith blower and 
stoker complete and in g-ood con- 
dition. I—Used Steel Furnace with 
Oil Burner. Good condition. 
HOWELL HEATING SERVICE 
607 7th St. 
Phone4-9021. 


THESE FINE SELECT CARS 


i 


1953 DESOTO hardtop 
1953 PLY Cranbrook 


4-door 


1952 DODGE 4-door 
1952 PLYMOUTH 4-door 
1951 FORDOMATIC 4-dr. 


1950 BUICK 4-door 
1949 PLYMOUTH 4-door 
1952 CHEVROLET 4-door 
1947 PLYMOUTH 4-door 
1947 FORD ' ..-ton pickup 
1946 OLDS 4-door 


Down by the riverside. 


Underneath the cliff, 


You'll find cars that are beauties 


And prices that are not stiff. 


DIXON MOTORS 


500 E. RIVER 


(|pen Evenings Till Nine-Sundays Till Noon 
! 
PHONE 4-9441 


DIXON, ILL. 


Order Field Seeds Now 


Price Trend Higher 


COMPLETE LINE ALFALFAS. CLOVERS, 


GRASSES AND ETC. 


DON'T FORGET TO ENOCULATE 


Eldena-Dixon Coop. Co. 


624 Depot Ave. 
Phone 4-0361 
Eidena 4-3746 


Wanted Boy 


For 


Dixon Evening Telegraph 


Route in 


Franklin Grove 


G. W. HOLMES 
DIXON EVENING TELEGRAPH 


NEWSPAPER! 


"A couple of neighborhood cookie testers calling!" 


SPAPERf 


fhe Dixon Evening Telegraph 
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Tfce 


Morning 


After. 


By "FMDAT" 


• • J 


Jic« Flsefcer 
\Vm!t» Andreaj 173 
P')!U« Carsoo 
171 


Jtnet Tfaoaia* 
Grac* Zesti 
Geneva Bea£* 
Virginia Fk»-* 


Mil'-!* Weldasan 
Adeltet SJy*r» 


HIGH AVERAGE* 


Clauto 


1$1 Ned Sack 
Poms: Te*r 
Or-n Lovin 
Orvi.l* Ho. !• 
B'M 
•>:pi*ri 


Dicfe Ambrose 
Bob Calc 
Cart Karlson 
Walt Graaistad 


K55 
165 
1M 
163 


161 


190 
ITS 
175 
172 
172 
171 
170 
170 


t bow!«r» in the Major !*4gue Fri- 


Chinese Celebrate 
Start of New Year 


SINGAPORE I* — The nearly 


three million Chinese in Singapore 
and Malaya riotously celebrated 
the start of their new "Year of 
the Bam" today with soiled face*, 
unswept floors, gambling, fire- 
cracker explosions and parties. 


Faces remained dirty because 


soap and water would wash away 
the good luck. Sweeping would have 
the same effect. 
And gambling 


was the vogue becou«« tradition 
says fortunes will be made this 
year by taking chances. 


Similar exictement prevailed In 


the other settlements of overseas 
scattered throughout the Far East, 
and in the Chinatowns of New 
York and San Francisco. 


I; I 


day eight w*r« Millers CRrjrslers. Harold 
Ho>!«. 574: Llr.coln Mercury. EC Worley. 
571. Sunc>orook, Jo« Sweeney, 5&I; New 
Br.dc* Inc. 
Douf 
Lloyd. 57i 
Ze.ec 


Bulcks. Jor-n Esr.h. 5^3. VVa'.:er KsacXs. 
Friday Etulti WT. Dlion O.! Co.. Georg 
McGnham SS5: D.ioc Kccrea::oa. Mar-.in 
Sulerr. 3*1 


George McGrafcaas had the his* aeries 


of :.".« right »:in 5SS *nc h.<: sanies »ere 
Harold Ko>le 213. Barr-ey Marfl.'i^i: 20J. 
Kd \Vorle> 
2l>4. Jo« »»eer.ey 12'j!. Hack 


Reamers 2"3 DOJJC I_oyr! 2!'j Jo: s S"R:-B 
2v'3, Cy v.'_r.ebrei:.er 202 
Friday S! u'tz 


20-. Georse McGranasa 2"J. Forrest T«*r 
215. D'*!gSt H:.i:z 2MI. M»rv:s S'sl*r 225. 


MAJOR UKAGCK 


D:± Recreation <5 
M::!er Cnrjsler 35 
D'loa 0:1 
4* 
Walter Kca<-i 32 


Newbridge I=n 39 
Ze.erj 
BiUcfcs 
31 


i.:.ioo!= Merc- 25 :i Sur.syoroci 
21 ^ 


HIGH GAMKS AND SKK1K£ 


Ned E«cii 
277 
Ne-i Pack 
761 


Due Recreation 1027 
Sunrvi/rocJc 
2-**2 


High bo*!ers :r. the f :y leaRMe »;re 


V.'OOJUDS Lor. Leroy Ho>-e. 5:«. Beiers 
Bread. Glenr. Pollard. 534. Rich Motors. 
Ed Mar..-.. «s«. D.ion i:o:or«. G.: Ccn- 
treras 519: Bulclt Fireh^;:' Del Ea-jr.tS»rs 
<»3. V:ctory Ca'e, C-jt> Krj!isen, Si-. 
•.Va:>r Suits. Do.-. DiM-. 52«. C 
Mar- 


•r.a::. Ja> "•l-'i"-tebread. 4^^. 


Ctui> Kr.udsec :^d tne higi: series or 
tre Eight with 555 ar.d r.!gh ga.—.« »-ere 
Leroy Hoy!e 202 
GU Contreras 205, Don 


Davu 201 Chub Itoudser. 202. 


CITY LKAGCE 
V:-torv Care 
50=4 Waller Sits 
35 
Bulcit F!reba!l» 43 
Woosung Lbr. 31 
Belers Bread 
40 H D.Jtcs Motors 2S 
C Mars.1-^:! 
35 
R.:.>: MT.O.-« 
25 


HIGH GAMES AXD >ERIKS 


Dor. D'.-.-s 
2^3 
Chub Kcudsrip. 592 


Bflers Bread 
1101 B'lers Br^ad 
2963 


K!^!i bowler* ir. toe Cnurca league were 


£• 
Paul 2. Dart Ortg'.esen 
Mt. F G 


Bre-J-.re-. R. Lahhsar.. 443: 3ap-!»; 5. 
r.V. H-jesleden. 541; Duor. Srethre-.. Ed 
Ko.Srccfc. 436; St. Patrick 2. Ka.-.k Os- 
bick. 56!: Chriitian 2, C.lr.t 
E^-..T.ert 
S'''. Baptist 2. K Green. 475. Bet.-.e!. Ted 
Gaui 452. St. Pan! 1. C!arer.ce v.>:xer. 
47=. "Christian: 1. !-.an Bo-.er. 522. Pres- 
byterian 2 Cor'eta Saker. 453: I=trr.ar.u»! 
2 Orv::> KoBitlru. 491. St Ja^:*s. G'orse 
Haberer. 5I«: Irr:.-r.ar.u»! 1. Fra-.V: Hc>> 
Jr. 5f>5; St- Patr-.cVc 1, Joe Murphy «?e. 
Ccristia-. 3. Larry K!J.d. 491: Presbjtenar. 
:. 
C.Icic Alaro. 517. Irr.mar.uel 3, L. 


Beery. 3«O: Nzcrtisa, Cr.-Jrfc Strar.g. 430: 
P..-y Ri2»o£3. 532 


HasiC Osbarrk h?<i t"e h.^ series cf 


the 
rCcnt with 561 a-d 
Dorct-.y Gor- 


fca--n ar.d Ev.e Nagr !ed the g.rls with 
46> each. High sa^.es were Das Ortgi*- 
sen 211. 
W 
Ktieste-ie- 
215. 
Fran-es 


Evle. N&gr 171, Harit Osback 2f>2, Cor- 
leta Baker 177. pj>y P^nst>3 2!0. 


CKTRCH 


HEAVY T.A1LS 


Tails of fat-tailed sheep weigh 


up to 35 pounds and yield a fat 
prized in making pastry. In times 
of drouht, fat stored in the tails 
serves as a reserve supply of 
nourishment for the animal. 


To olace a Lost Ad. dial 2-1111. 
A friedly. interested ad-writer 
helps vou. 


H gh bo»>rs !n 
tt-e 
Reyro'ds Wire 


league Here Not So Hcts. L>> Fordah^:. 
SI9 
C W 
S 
Bob Co".:ey 
<»&. M:v»r*. 


E»rt Tr»-c> 
4-3 
Loarrr? 
Cy v.'.-.ebrtrr;- 


r.err. 5*;'j. !!ar.d:.-spp*r» G>E A:>r. 4-.. 
.'.'.Sh-. Kawi« 
Art 
Hcrtor: 
52'- 
Rusty 


Rex.T.er? 
Wilbur Cross. ~465; DiJJ^o^. 


Lte McCoy 
41-* 


Cv 
v/'^-^brer-rer had 
"h* hlzh ser.es 


or ire r-rft -A!'.;: 5C'> i-.d tne on:y rug.i 
garr.e w-r: 24 i 
REV.VOLDS WIRE LK\GVE 


C 
W S. 
45 
Nigr.t H»»i»iS ":3'- 


Hsr.d.«rp«rs 
40 
I^jafe." 
^3 


Net So Kots 
37 
R".-y P.eamers 32 


Dismoes 
35 '~ 
i£:xer? 
31 


HIf;H GAMKS AND «ERIr-S 


A. S: "*."• 
247 I.y> Ferdras 
560 
. 


Not So Hots 
I'j75 Loarers 
3005 


44 
43 
42 


St. Patrick 
I.-=mar.ueI 1 
S' Paul 1 
St. Pat;! 3 
4! 


F. G. Brethren 3S 
Bethel 
31 


Ft Pat:I S 
37 


Chr.sfar. 1 
C.-.r;5tian I 
P-»«b>te—ia I 
r-r.«-.a- 3 
S:. Patrick 1 
D.'x. Brethren 


32 
"2 
32 
20 
30 


Nachusa. 
St James 
Baptist 2 
35 


HIGH GAMES AND SERIES 


Onri!I« Hopkins 244 Orv:::» Hopkins 541 
St- Paul 1 
10^4 
St. Patrick 2 
2S44 


High bow'.ers in the Women's Friday- 


afternoon >ajrae w»re. Toppers 
CaroHn 


Bay. 471: K-c'.i-s K dds. Marie Bay. 464: 
Tar-keeei. Florence Co.e. 415: parakeets. 
Irr.ngjne Ca'derr. 436 


Carolyn 
Bay had tiie high «enes of 


" WOME X 'S A FTE R> OO v" LEA G U E 
Kez:ir= Kii-ls 44 
Tar.keM 
_ 
Z=~ 
ParaJceeti 
~^'-s 
Tcpprs 
" 
25 


HIGH GAME'S 1V0 SERIES 
Caro'y': Say 
2-~n 
r^.''.~\ ~. 


Parakeets 
9-sO 
K-R..-C 


H.gh bowlers In t!-e Mixed ;eag--e wert 
F;.r F>ters, G'.er. V,'::;ard, 535 
Acr.er*. 


Dor. Lebre. 437; Jess Electric. Elsie S.iau- 
!:s. 525: Mevjos. Shorty R*!s. 457; Ama- 
teurs Dave KeJIy, -»7*>. Forelsr.ers. Ne'.son 
Taoer 567: 
D.xo-. R*creat:o=. Ken Det- 


weiler. Sr . 546. Co'.es. ™.or*r_re Co>. 456: 
Studebaker ?a:es. Sparky Ca=r.pb«:!. 505: 
Invalids. John Ja^cbi. 525: Ten Pis Top- 
piers. 
Larry 
McMi'lion. 
*S€, 
Spir.rfens. 


'.'. Sr-tde-. 575 Raob'.'s P.ay ?r;nia-..:e! 
571. S-or.e Ro"»r*. Ail Tcr-.l. S'J7. 


AI Sp;id»n bad t^e h.gh seres cf the 


tre 
Klr.s with 524 with 
Grace Tabor's 


D-"9 tae oiiy ot.-.er ::.Eh total. 
High earnes 


were Thelma Reynolds 1^5 
Bob Miller 


20", 
E'sie Shaul.s 2OO. 1=5 
Clyde Mc- 


Co^'.aush-ay 204. Ne'srn Taner 22-5 Grs.ce 
Taber 171." 191. Wa-.ta Ar.dreas J77 Ken 
Det-A-e-ler. Sr . 233 
r>ort« Co«s 173, AI 


spir.den 214. Rav Prir.ca'.-'..> 231. 


MIXED LEAGI'E 


Rabbis 
50 G^prers 


Dixon Recreation 4s Sp!r.d»rs 
Fyr Fyt»rs 
4"5 Studebaker 


Fore'Kiers 
45 Achers 


P r Boy^ Pets 
3=4 
M»v;os 


A mateurs 
"9 Coles 


S"or.e Rollers 
3<5 Ter. P.T. oTpp'ers 25 


HIGH GAMES AND SERIES 


Gle-; Wil'ard 
255 
Ned Sack 
555 


Sterling Schrock 255 War.iia Andreas 575 
v.-ar.!ta Andreas 223 
Rabbslts 
1095 
P.abb!ts 
3039 


Hish bowlers in the ERO lea^-je were 
3r?.\es. Clarence Mon-.s. 454; Also Rans. 
3 1: Powell. 4^6: Begir.r.ers. Jim Ksox. 
5is- j-ts. Russ Hand-.. 524: Odds & Er.tis 
Llc;d Mason. 4^5: Owls, John Lafcey. 4O2: 
Recs. F. Breslln. 
435, 
Rebels. Howard 


Durn» 
473. K! Pressures 
Jor.n Tagge. 


477 Burrotai's. Leland Combs. 420. 


P.uss Har-dy had the h'Rh s»r<es of the 


n!gKt wiih 524 cjid Dorothy Gor"am was 
nicn for the jnrls w:rr. 4>J7 
KlE-1 games 


w»r- Jlra Knot 213. Marzaret Tagse 1TO. 


ERO LEAGl'E 


Srsves 
43 
Rebels 
36 
Hi-Press'ores 
42^ Owls 
31'- 


Rec« 
42 
Odd" & Ends 
". 


Also Rans 
<;'-• 
3-rrota!l'j 
27 


Jets 
C7 
Ben-.-'ri 
V, s- 


HIGH GAMKS AND SEUrE« 


. Sar! Miller 
253 
Clarer-e Morris <>!" 


j Ja~e F.s^r.er 
221 
Jar.e F.sc-er 
^"1 


I J»'.s 
1C si J?:? 
2C-v; 


Ir. 
'd D-'ib'e 
eacv* Garlar.-J 


Kld-1 -»-ere r rs: "with 223n ar-i Bob arc 
Marjrarei Fisrer »nd L'oyl Miscn arc; 


23-'l T.tr.'. TKar;fi secor.i w:tr. 2177. 


Books and Authors 


Amwtr to Prevlow 


l Pot's- 


BuiT 
8 Bronte"* 


9 Bums'- 


O* Shanter" 


12Recioo 
13S**d vend 


ISPcnooal 


peculiarity 


17 Ventilate 
18 Puff up 
19 Mountain 


ranges 


21 Iroquoian 


23 Staff 
24 Pouch 
27 Country 


hotels 


29 Russian river 
32 Turkish 


hostelry 


34 Chant 
36 "The Midnight 


Ride of Paul 
n 


37 Excavate 
38 Crack 
39 The Virginia 


41 Compass point 
42 Headed 
44 Greek 


maintain 


48 Mariners 
49 Bone (prefix) 
SSONeill's 


"Hairy - " 


54 Nobles 
56 Evergreen 


tree 


57 Domestic 


slave 


58 Century plant 
59 Worm 


60 Stalk 
tlCap* 


DOWN 


• 1 Th* Pajuaa 


2Spokc» 
3 Siberian rivtr 
4 Author of 


"The Divine 
Cororty" 
20 Path 


5 Jolt 
22 Bury 


6 Ascended 
24 Knights' titles 


7 Unles« (legal) 25 Prayer ending 
8 Sinclair 
26 Gallant 


Lewis'"— 
gentlemen 


Gantry" 
28 Lateral parta 


9 Result of 
30 Once (dial) 


crying 
31 Unaspirated 


10 Operatic solo 33 Cause distaste 
11 Damages 
35 English 


16 Weirder 
admiral 


u wr 3f i ^ jr-j 211 -i 


nan 


40 Red dye 
43 Medicate* 
45 Far Easterner 
46 Secure 
47 Sacred bull 
48 Repose 
50 Lacquered 


metalware 


51 Love god 
52 Chemical 


suffixes 


85 Jewel 


46 
'f! 


"J. 


B 


w* 


37 


55 


a 
1? 


n 
T 


II 


31 


a 


"We haven't got any gentleman clerks in this department, 


General! You looking for a corset?" 


Shopping With Our Neighbors 


FRANKLIN GROVE and ASHTON 


BUGS BUNNY 
TheBnln 


HIV, KIDS. THERM 
A COUPLE 


CAPTAIN EASY 
Xew Assignment 
By Leslie Turner 


TH*r£ VERY urns, f*y roe. 


BASES. WC_ 


WHKT «U G£f 


_ 
1CMTT 


WADE WE TCP TO \0*» THAT T!K> A6A»ii«i) 


MTHTRJ/ WLtCHWiGEPUCKKrH 


SO QFTEM /NSiWlSo 
-«.,.- 
- 
-fARDWPfci GST 
GOT 5»j_ 
.^ 


RJ6HT 


LI'L ABNER 
By AI Capp 


I'M 55 TODAV, FATHER- 
AJsiD I COtE. INTO 
MOTHER'S M.GMEY. 
IT'S O-Mi^ SK3O,GGG,OOO 
-BUT IT'S ENOUGH 
FOR US TO LIVE. ON.7 


I YOU, 
WEAK-^ 


r ! CAN PICK A BETTER 


SOM OUT OF THAT 
> CROV/D.1^ 


CCMEIN.7 


ABBIE an' SLATS 
Bv Raeburn Van Boren 


AWE, GROGG1NS. WE HAD 


SUFFERED A SORE K?EAT AT 
8RAN0YWINE CREcK, AND U/CKY 


WE WERE TO HAVE ESCAPEP 


GENERAL COftKWALLlS' 
REDCOATS; BUT WE MADE 


THE BEST OP rr.v 


THERE WAS MUCH 


MUTTERING, AMP SCMc 
SORE 8SSET MEN ESSERTe?, 
BUT MOST Of THEM WERE 
STOUT AND FAITHFUL 
PATRIOTS- 7XE.Y STOOD 
BV THROUGH THe 
TERRIBLE WINTER.' 


SO THATS WHAT IT WAS 
LIKE AT VALLEY FORGE. 


BOOTS AXD HER BUDDIES 
By Edgar Martin 


Ashton Concrete 


Co. 


Phone 21 — Ashton. 111. 


Manufacturers Norwalk 


Concrete Vaults 


EAGLE TRIPLE? 
ASPHALT VAULT 


See Your Undertaker for 


Sample Models 


Ives Concrete Vaults 


FIELD SEEDS 


Take advantage of our present attractive prices. 
Buy all your 'ieid seeds from us and be sure of the best. 
Seed a large acreage to legumes this spring as it. is still 
your cheapest anc most sure source cf r.:troser! 
We are the county distr.butor cf PRODUCERS Seed. 


Lee County Grain Assocfation 


In Business for Your Health 


\Ve render you valuable service in removal of your dead 
animals, regardless of size. 7-day prompt and efficient 
service guaranteed. 


GILROY DEAD AXIMAL REMOVAL SERVICE 


Ph. Franklin Grove 73220 
Ashton 41 


Dixon 4-9341 
Oregon 9275 


J.W.SPRATT 


Live Stock and 


General Trucking 


FRANKLIN 
GROVE, ILL 


Phone 88 


COLLECT 


! FRECKLES AXD HIS FRIEXDS 
Stuffy 
By Merrill Blosser 


IMA6INE r«S 
AMD 1 ARE 


"to ~^£ MCME i TU 
^._ 


• . LiM'T "SD t-OW iC^*3 A 


<3i»i- CAN 5E 3OXED \JP 


^ 
'•fiTtis ^^^ cx-s 
/ 


; ~ 
'L ^\.V^ 


ALLEY OOP 
Greetings: 
By W. T. Hamlin 


EBERSOLE MOTOR CLINIC 


Reasonable Prices 


Special Attention and Service to Truck Owners 


Mr. Farmer, This Is a Good Time for Us 


to Overhaul Your Tractor 


FREE ESTIMATES — TERMS IF DESIRED 


Franklin Grove 
Phone 230 


LOOK 


Where People Advertise 


ADVERTISE 
Where People Look 


W^C^S^'I ^ 
^% I 5Eni< G=T J f T«A- 
£&^ s-^srax /?f 
FKE 


Buy of the Week 


1_WC '41 TRACTOR 


With cultivator and belt 


pulley power take-off 


F-30 INT. TRACTOR 


EMRICH 


WEISHAAR 


Allis-Chalraers Dealer 


ASHTON. ILL. 


COXOCO GAS & OILS 


HAMILTON CLOTHES 


DRYERS 


NORGE APPLIANCES 


ROCKANE GAS 


FRUIT'S 


GARAGE 


Phone 111 


Franklin Grove, III 


Burhenn 


& 


Forney 


Livestock Trucking 


and 


General Hauling 


Ashton, II!. 


Phone 137 


Clair H. 


Dierdorff 


Furnace and Sheet Metal 


Work 


Oil Burner Service 


Franklin Grove, Ul 


Dealer for 


Green Colonial 


Furnaces 


See Us for 


Furnace Repair Work 


^ ,y' rvE 5MLED TK SEVEN SEAS T 
' x ff 
SEVEN T1KE5 IN SEVcN^Y ^ 


5. BUT DINGED ir I 


VIC FLIXT 
Want to Bet? 
By Jay Heavilin 


J^J-^-U4j[|g QM TME rr^.(AKj 
WHO., HAVSsie SccVJ 
u.5. WHO KAVS SL;CC=EDEO\S.'OC, 
T AT T>-£ 
Ei?, L'SSV. 


THAT THE DCS 
eei 


TOUCH VVTTM 


COS. NCvv IT !?&\Vfl>N5 
MOT 
THIS HCW VIC K 


V >.. . .. ,- 


January Thaws' Being 
Held in Oak Park Homes 


CHICAGO (9 — They're using 


man-made "January thaws" in 
Oak Park in * move to melt preju- 
dice. 


A series of eight gatherings- 


called "thaws"— is being held this 
mentis ta homes in the suburb 
known as the nation's largest vil- 
lage. 


During the weekend a newsman 


attended one of the parties. Two 
dozen men and women — 15 Protes- 
tants? 5 Jews, 4 Catholics— sat in 
aa oval of chairs in the spacious 
living room of a physician's house. 
GETTING UPNIGHTS 
XT worried by -Bladder W«kae»~ [Getting 
Tip Jiijhts (too trtqceni. barcte* or tecfe- 
laf nrtaitioaf or Strcoc. Cioucr Ur!=eJ 
due to cossoa K&dscr tad Bladder Irri- 
tation*. try CXSTtX. for quick, gratttrisc. 


httiioa CYSTEX lableu 
. 
«sed la past IS year* prore taiety and 
•sccen. A»k dntsitt for CXSl'KX under 
(aUsfacttea or Bccej- 


Oak Park once was almost 100 


per cent Protestant," a Jewish en- 
gineer said, "Now it's about 55 
per cent Protestant, 40 per cent 
Catholic and S per cent Jewish. 
Change creates problems we want 
to discuss." 


A Protestant said he knew of 


some bias against two Catholics 
who had sought minor political 
offices. Maybe, another Protestant 
commented, "It was because they 
are Democrats, too." 


A Jewish man said the parents 


of a Catholic girl had ordered her 
not to attend a social affair at a 
Protestant church. 


A Catholic woman schoolteacher 


stated that, as she understood it. 
Catholics were forbidden to wor- 
ship at other churches. 


A Protestant woman reported 


she once had gone to mass with 
Catholic friends. 
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"They told me to quit hopping 


up- and down," she recalled, "be- 
cause I was doing it all wrong." 


Everybody laughed, and the ice 


of reserve was broken. 


The series of "maws" is spon- 


sored by the Oak Park-River For- 
est chapter of the National Con- 
ference of Christians and Jews. 


The discussion leader of the 


weekend was Mrs. Anna Julian, 
wife of Dr. Percy Julian, nation- 
ally known Negro chemist. 


The Julians' move to Oak Park, 


a ouiet, TR-dc-iawned community 
of about 65,000 population, touched 
off some unpleasant incidents— 
an unsuccessful attempt to burn 
their house in 1950 and a bomb 
tossed into their yard in 1951. 


"We hope to develop a mosaic 


of all groups," Mrs. Julian said- 


All would retain certain differ- 


ences, she said, but she hoped all 
would fit into a harmonious, over- 
all pattern. 


SUPER BUYS! 


STARTING TOMORROW MORNING 


TUESDAY AT 9:00 A. M. 


LEAVE THE DISHES AND HURRY DOWN! 


AS LONG AS QUANTITIES LAST!. 


BLANKET ENDS 
80 
each 


Those of you who have been fortunate enough to 
get in on these blanket end sales before know 
what a terrific value they are. First here, first 
served! 


SECOND FLOOR 


ONE-TIME ONLY SPECIAL 


BUY -- SPRING FABRICS 


2,000 YARDS 


TREMENDOUS CHOICE 
ALL FIRST QUALITY 


DENIMS 
CHAMBRAYS 
PLISSES 
EVERGLAZE COTTONS 
80 SQUARE PERCALES 


A 


Dynamic 


Price 25c 


yd. 


SECOND FLOOR 


NYLON TRICOT HALF SLIP 


WASH !N A WINK 
NO IRONING NEEDED 
OPAQUE NYLON TRICOT 
LOVELY LACE TRIM 


STREET FLOOR 


MEN'S FLANNELETTE SPORT 


and WORK SHIRTS 


LAST TIME THIS SEASON! 
• MACHINE WASH 
• BRIGHT PLAIDS & CHECKS 
• TWO POCKETS 
• LONG SLEEVES 


STREET FLOOR 


EXTRA SPACE, EXTRA SALES PEOPLE! 


1 
BE HERE EARLY! 


OPEN ALL DAY THURSDAY 


They!* Do It Every Time 
«—»*.-— 
By Jimmy Hatlo 


7ESTIWPWJMP 
TIMES A«> NEVER 


GOOD SETA 
LICENSE 


IS 6ETA SMART 


HORSE/ 


Most women—tftose who are up- 


to-date—use informals. They are 
the correct thing and so much used 
in writing a note, regrets or Invita- 
tion. You will find them at the 
B. P. Shaw Printing Co. 
tt 


Read 


Westbi-ook Pegler 


Keep Posted en Politics 
Page 4 — Every Night 


Deep South 
Has Snow 


By The Associated Press 


The Deep South, some portions of 


which had enough snow Sunday for 
making snowmen and snowballing, 
had prospects of more snow today 
with more precipitation forecast in 
freezing temperatures. 


Upstate New York shoveled out 


Making a will? 


Making a will is your lawyer's business. But today 
with the various tax demands there is increasing 
dependence on life insurance to guarantee against 
the forced sale of securities or real estate. 


The John Hancock offers a number of plans 


which can be fitted to the provisions of your wiii. 


Ask your lawyer about these plans. He un- 


doubtedly will be familiar with them. 


MUTUA 
TLIFB 
INSURANCE 
COMPANY 


lf. 
KASSACBUSITTt 


B. L. FBAZER & B. J. FKAZEB 


LIFE INSURANCE COUNSELORS 


S. Galena A\e. 


Phone 2-0901 


from under a heavy fall that 
ranged up tc 10 inches. Light snow 
was falling in Canbou, Maine, 
which had 39 inches on the ground, 
and in the western Great Lakes, 
Northern Plains and eastern slopes 
of the Rocky Mountains. 


Most of the snow which fell in 


Mississippi, Alabama. Georgia and 
Florida Sunday melted quickly but 
some stayed long enough to pro- 
vide children with winter delights 
unusual m that section. 


Snow was general along a 200- 


mile stretch of the Gulf Coast. A 
weather observer estimated the fall 
at Mobile, Ala., at 8 to 9 inches— 
second heaviest in 55 years. 


More snow was forecast for the 


Buffalo. N. T.. area, which had 
2 to 10 inches Sunday. 


Most of the nation had freezing 


weather. 


Grip of Drug 
000 for Her 


CHICAGO <* — A penciled cal- 


endar detailed a couple's expendi- 
ture of $11,000 in a year for hero- 
in. 


The money went, at the rate of 


$31' a day for an eighth of an 
ounce, in a vain attempt to "recap- 
ture the ecstasy of that first shot." 
Mrs. Rose Mary Laird, 24, told 
three detectives. 


They had come to her S Michi- 


gan avenue apartment looking for 
her husband, James-, a 36-year-old 
commercial artist. His employer 
says James wrote $2,000 of com- 
pany checks and pocketed the pro- 
ceeds. James vanished Thursday. 


Earn $300 a Week 


Mrs. Laird, a former railroad 


rate clerk, told detectives: 


"We were each earning $150 a 


week but it wasnt enough. We bor- 
rowed from our families on the 
pretense of buying a home. We sold 
our furniture and pawned our 
clothing." 


The attractive brunette said she 


took her first shot when she was 
bedridden with a backache a year 
ago and her husband suggested the 
cure. 


"I was hooked," the detectives 


quoted her. Sh* told them she had- 
n't known until then her husband 
was an addict. 


Asked about one diy on the cal- 


endar marked S48. she explained: 


"\Ve threw a party and bought 


an extra capsule. It was a fight 
over who was to have it " 


The Lairds began treatment at 


the federal hospital in Lexington, 
Ky.. last November, she said, but 
"after 
four davs my husband 


couldn't stand it " 


Seize "Pusher" 


Mrs. Laird led detectives Milton 


Edstrand. Patrick Heraty and Wil- 
liam Matunas to a street corner 
rendezvous where they seized a 
27-year-old Xegro after Mrs. Laird 
gave him SIS in marked money 


Police said the suspected "push- 


er" had no narcotics with him but 


told them he intended to make a 
later delivery. He and Mrs, Laird 
both were held without charge. 


Police said Laird's employer baa 


offered to keep him at work If he 
makes restitution and undergoes 
treatment. 


Fast, Courteous 


Service 


For AD Types of 
Refreshments 


Drive Out to 


LARRY'S 


Drive-In 


\\ ML So. on Rte. 5Z 


Chicago Rd. 


We now carry a line of famous 
"Weisel" Smoked Sausage- 
Larry Dourgherty, Prop. 


Plenty of Ice Cold Beer 


at All Times 


Serve the Finest 


Fake Arrests, 
Trials Told in 
Policy Racket 


CHICAGO *—Chicago police of- 


ficials are investigating a report 
that policy racketeers are hiring 
"actors" to impersonate numbers 
writers in police courts to make 
arresting officers look good. 


The dramatic productions were 


disclosed Sunday by Claude Mur- 
phy, 
a convict brought from the 


Illinois State Penitentiary at Joliet 
to testify before a federal grand 
jury investigating rackets. 


Murphy has said that he served 


as a ' payoff man" for policy 
ganie operators from 1951 to 1954, 
distributing thousands of dollars 
monthly to policemen and pol- 
iticians. He was sentenced to 
prison last year for operating a 
confidence game 


Murphy told reporters that wheel 


operators hired actors to imper- 
sonate numbers racketeers to help 
police make a plausible showing 
of arrests. 


"A guv with nothing to do with 


the racket would be given seme 


I colicv slips and told where to go," 
Murphy said. "Then the cops 
woulu be told where to pinch him." 


Sometimes, the convict said, six 


or ei?ht "actors" would be set ua 
in a fake lottery headquarters for 
a rait1. 


The usual fee paid the stand-ins 


was five dollars, he said, and their 
fines were recorded as business 
expenses by the operators. 


Police Commissioner Timothy 


O'Connor, said1 he was "very ir.uch 
interested" in Murphy's story and 
had ordered it investigated. 


New Low INSTALLED Prices 


Save You up to 
$35°° on 


any ELECTRIC DRYER! 


Now vou can have a new electric dryer—installed, complete—in 
your home for less than ever before! If you live in a 1-, 2-, or 
3-family building with 120-volt, 2-wire service, you can save up 
to $35 on installation—thanks to our new Appliance Installa- 
tion Plan. 


An electric dryer saves you houi^ of washday work every week 


—and now you can own one for as little as $2.72 a week—com- 
pletely installed! So visit your appliance dealer or our nearest 
store «ioon. You'll see the wonderful, work-saving new electric 
dryers—and you'll find out how little it costs to have one in your 
home. Come in today! 


Get full details at any appliance dealer or our nearest store 


PUBLIC SERVICE COMPANY 


—Most women are interested in 
politics. If you are, turn to Page 4 
and read Westbrook Pegler. Every 
night, except Saturday, you will 
become acquainted with what in 
going on in Washington. You can 
be assured of the truth. He is one 
of the two top c&Iuirmists in the 
U.S A. He is fearless, reliable and 
truthful. 
tf. 


HOOVER 


SALES and SERVICE 


221 


First St. HALL'S 


Dial 
2-1511 


TODAY 


Open 5:00 - Start 5:30 


HEY, LADIES! Lock Up Your Men - That 


Jones Girl Is in Town . . . 


Here's Something Different in Musicals 


CiiD P 
-EViNC»R 


jreaT'i 


\ 


;n CINEMASCOPE 


FEATURE TIME—5:45 - 7:50 - 9:40 


TODAY 


Open 5:00 - Start 5:30 


Feature Time 


5:30 - 7:35 - 9:40 


Alan Is Back at His Greatest . . . 


WARNER BROS 
II 


ALAN 
LAPP 


They called him 
lniun-Lover.~ 
They called 
on him when 
everyone else 
had run 


WARNERCOLOR *«> STEREOPHONIC SOUND 


NEWSPAPER! 
WSPAPfcRI 


